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UP mm 


Followers of Big Bull Moost Name 


Delegates to State Convention 


• 
This Afternoon. 


ALL PLACES NOT REPRESENTED 


Resolutions Sent Down Here by Ru- 


dolph Leeds, Richmond Million- 


aire Publisher, Are Adopted. 


The Rush county Bull Moose con- 


vention met in the court house as- 
sembly room this afternoon long 
enough to select delegates to the 
State 
convention in Indianapolis 


Thursday, to adopt a set of resolu- 
tions sent 
down here by rudolph 


leeds, the millionaire 
publisher of 


Richmond, to ratify the county or- 
ganization and to 
make a 
few 


speeches 
about 
the remarkable 


Roosevelt sentiment they had found. 


The crowd probably 
equaled 
a 


Tiundred and twenty-five at the high 
"tide of the convention. Bnt it was 
impossible to tell 
who were Bull 


"Moosers and who were not. 
There 


was a good sprinkling of Democrats. 
Five Democratic nominees and the 
"Democratic county chairman. Sam- 
uel L. Traibne, attended. There were 
counted in the room thirty Demo- 
crats who were whooping it up when- 
•ever one of the rampant Roosevelt 
men started - the applause. 


Ren L. McFarlan. former Republi- 


can county 
chairman, postmaster, 


sheriff and commissioner, who was 
appointed enmity chairman of the 
"Bull Moose party last Tuesday by 
mdiilph leeds. the district committee- 
man, selected by Edwin M. Lee, was 
retained as county chairman. Ad- 
dison Spivey was elected secretary 
nnd Dan Kiiiney. former truant of- 
ficer, treasurer. 


Ben L. McFarlan acted as tempor- 


ary and permanent 
chairman and 


John Geraghty acted as secretary of 
ilie convention. 


Most of the time was taken in fix- 


ins up a delegation for the State 
convention. Some of the townships 
liacl neglected to be represented. 
In 


that event somebody called out the 
name of a man who was known to be 
•'loyal" to Theodore Roosevelt, and 
lie was put on the delegation. When 
the convention adjourned, the dele- 
gation to the State convention was 
not all intact, and still needed some 
repairs. In some cases there were 
alternates and in some cases there 
were not. 


After the county organization was 


perfected, 
Lon Havens 
made a 


speech. He wanted the convention to 
understand that the Bull Moose par- 
ty is a distinct and separate party 
from either the Democratic or Re- 
publican party. He said he thought 
everybody understood that. 


"Will this party abide by the de- 


cision of the convention in Indiana- 
polis next 
Thursday?" asked Mr. 


Havens in stentorian tones. 


"Yes," was the reply shouted back. 
When Lon Havens had 
finished, 


Chairman McFarlan announced that 
a set of resolutions had been drawn 
up and would be presented to the 
convention for its adoption. He said 
that men familiar with conventions 
knew that resolutions were always 
made beforehand, and that there was 
nothing unusual about these resolu- 
tions, only that they hadn't been 
written in Rnshville or Rush county. 


Mr. McFarlan said that they had 


been sent down 
here by 
rudolph 


leeds for this convention to adopt. 
He asked that the secretary, Mr. 
Geraghty, read them clearly, as he 
said it was the custom in conventions 
to mumble the words in reading res- 
olutions, and to slop about half of 
'their contents. 
••,-.: 
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The resolutions wei» a 
carbon 


Roosevelt brought ap- 


copy, evidently one of a batch that 
has been sent out ov.er the State for 
adoption by county Bull Moose con- 
ventions. Blank spaces' were left in 
the resolutions to fill in the.name 
Rush county, clearly/indicating that 
they were copies of resolutions that 
are being used elsewhere^ and which 
were most likely written in Indiana- 
polis. 
: 


The resolutions- declared the ab- 


horrence of the Bull Moose party to 
boss rule. They said some nasty 
things about the road roller at the 
Chicago convention and severely ar- 
raigned Elihu Boot, the chairman of 
the convention whom Thodore Roose- 
velt once called' the "greatest living 
American." They charged the Dem- 
ocratic party with boss rule in the 
nation and in the State and said that 
it was just as guilty as the Republi- 
can party. 


The resolutions- declared for the 


initiative, referendum and recall, and 
endorsed for the presidency, Theo- 
dore Roosevelt, termed by the reso- 
lution as "the man who had unsel- 
fishly entered the lists for the peo- 
ple's cause." The declaration that 
the convention would elect delegates 
to support 
plause. 


The long and flowery endorsement 


of Albert J. Beveridge for governor 
on the Bull Moose ticket produced a 
ripple of applause and a few shouts. 
Lon Havens 
quickly 
moved 
the 


adoption of the leeds resolutions at 
the conclusion of the reading, 
and 


after a second, his motion was pass- 
ed. 


The chairman began to call for the 


names of the delegates-for the State 
convention. Xo one responded when 
Posey was called, but someone finally 
managed to suggest a name and he 
was put on the delegation. Xo one 
responded when Walker was called, 
but finally a name was suggested. 


Ripley was represented and had 


already selected a delegate and al- 
ternate. Orange was not represent- 
ed, but Ben McFarlan, the chairman, 
named a man whom he said would 
serve. Anderson township announced 
its delegate. J. M. GVinn was called 
out as delegate from Rnshville and 
Omer Thompson, the only one pres- 
ent from Jackson, 
was put ou the 


Center 
township's delegate was 


rained by some one in the crowd and 
•Trim Widan of Washington said he 


—:'•= the only one there from 
his 


township and that he would serve. 
v<> one resnonded when Fnioii town- 
=0iin was called. 


"Thpre was some one who wanted 


to ?pr\-e from 
Union just a 
while 


""«.'' said 
Chairman McFarlan. 


"We'll iust name one and slip it over 
on them." 


"We don't do that in this party." 


said Lou Havens suddenly. 


Richland was not represented and 


nothing was said about Xoble town- 
ship. 
' 
: 


The name of Houston Aultman was 


suggested for county secretary, but 
he said he could not serve and'Lon 
Havens paid he 
thought 
Addison 


Spivey would be at home enough to 
act as secretary so he was.elected 
by a vive voce vote. After Mr. Spi- 
ey's election he said he wanted Jo 
tell about the marvelous sentiment, 
and he did. 


Ben McFarlan told what he knew 


about Roosevelt sentiment, and when 
he said lie would entertain ajnotion 
to adjourn, Lon 
there 
ought to 


Havens 
thought 


be 
some more 


speeches. A Mr. Walker, of Ripley 
said a man from his town had a pa- 
per with more than a hundred names 
on it. He said that they were not 
Taft men but they had not said they 
wouldn't vote for him. 


It was presumed he referred tq W. 


H. Sharer who reported he bad a list 
of 139'Roosevelt supporters in tiip- 
ley township. 
Drury Holt of .Car- 


thage made a speech and Ad Spivey 
moved a telegram be sent to Hancock 
county where the Bull Moosers will 
organize tonight. 


will PECK 


Aviator Who Will Fly Here Next 


Wednesday 
Credited With 


American Duration Mark. 


OF 4 HOURS AND 32 MINUTES 


Was First Man to Successfully Soar 


in Air in ana Aeroplane at 


Cincinnati. 


WEATHER, 


Unsettled 'with local showers to- 


night or Sunday." Warmer 
central portion.".: 


Paul Peck, the aviator who will fly 


here next Wednesday is one of the 
world's greatest "birdmen." Among 
the records he holds is one that all 
other aviators have tried for, but 
have failed. 
This 
record is 
the 


American duration. 


Peck made this wonderful record 


on May 24 at Xew York, staying in 
the air for 4 hours, 32 minutes aud 
14 seconds, without landing. 
On 


July 11 he made another record, be- 
ing the first aviator to fly in Cin- 
cinnati. Some of the world's great- 
est flyers have attempted to fly in 
Cincinnati, but for some cause could 
not accomplish it. 


The famous aviator. Glenn Curtiss 


made an attempt and failed. He said 
that no one could fly in Cincinnati. 
But young Paul Peck made fourteen 
sensational flights in the Queen City, 
showing that Cnrtiss and the others 
were wrong. 
The Cincinnati Times 


Star of July 12, has the following to 
say about the first flight: 


"Paul Peek, aviator, made anoth- 


er record at the Coney Island Park. 
Cincinnati Thursdayby being the" first 
man to soar in the air in an aero- 
plane. 
Strange as it may seem to 


outsiders, Cincinnati had never seen 
a successful aeroplane flight until 
young Paul Peck, dressed as though 
lie was on his way to make an after- 
noon call, switched the levers on his 
Columbia and climbed gracefully into 
the atmosphere. 
Slowly he climbed 


up the air banks until he had reach- 
ed an altitude of 2000 feet and then, 
just to show those ou earth that he 
was perfectly at home he started to 
tin some fancy flying. Figure eights 
and dips were 
cut in a wonderful 


manner until, the spectators gasped 
with amazement. 


FIRST CHANGE TO 


SEE NJAIPLAlfERS 


Three Strangers to Local Fans Will 


be in Line-up Against Rich- 


mond Waldorfs. 


"BOB" 
ANDERSON TO 
CATCH 


Local fans 
will have the 
first 


chance tomorrow of seeing the new 
players on the Rushville team in ac- 
tion in the game with the Waldorfs. 
Murray will play third, Chance will 
be in right field and Bob Anderson 
will catch. 
Anderson only recently 


returned to Indianapolis from the 
Mountain States League, which weni 
up in smoke. . Last season he played 
in the Ohio State League. He is said 
to be a-fine catcher and is expected 
to 'add considerable strength Jo the 
Rushville team. Hurray, the. tjiird 
baseman, is said to be as fast as 
Cook and Carter and if this-proves 
true the jnfield will be a world beater. 


Manager Maibaugh has not heard 


from: Dal Williams of Xeweastie re- 


EXPECTS BETTER 
F«B IK YEIH 


W. L. King Says Entrance Into East- 


ern Indiana Circuit Will 


Help Local Exhibit. 


BETTER RACES ANTICIPATED 


Important Changes in Rules of the 


American Trotting Association 


Will be Felt Here. 


The speed program of the 
fifty- 


seventh 
annual exhibition of 
the 


Rush County Fair Association will 
je better than it has been for vears, 
according to W. L. King, secretary 
of the Association. 


The chief reason for the assertion 


of Mr. King is the fact that the Rush 
County Fair Association is in a new 
fair circuit this year. It will be re- 
membered that the local association 
and the Shelby County Fair Associa- 
tion were admitted last winter to the 
Eastern Indiana Fair and 
Racing 


circuit, which is made up of much 
more prosperous fair 
associations 


and which enjoys a 
better ran of 


concessions than does the South- 
eastern 
Indiana Fair 
Circuit, of 


which Rushville and Shelbyville have 
been members for years. 


The first fair in the new circuit 


was held at Fair-mount 
last week, 


and the second one is taking place 
at Marion this week. 
Xext week 


comes Middletown and Warren and 
the following week the fair will be 
held at Muncie. 
The 
next 
week, 


August 13 to 16. which is the week- 
previous to 
the local exhibit, the 


Newcastle fair will be held. 


With 
Rushville 
immediately fol- 


lowing many of the concessions and 
the race horses will come down here 


Newcastle. 
The 
local 
fail- 


stands an opportunity of 
drawing 


from the Southeastern Fair Circuit 
as well, because it will be opposed 
in that circuit by Franklin. The fail- 
in this circuit immediately before the 
local fair is at Columbus. 


The small 'fair associations will 


begin to feel the effects of the hopple 
ruling of the American Trotting As- 
sociation for the first time this year. 
The ruling provides that the four- 
year old horses shall come.under the 
hopple ban this year. 
There 
is a 


lot of four-year-olds 
-.vhich have 


been taught to use the hopples, and it 
will work a hardship on their train- 
ers to have to race 
them without 


hopples. It will result, it is believed, 
in many of them not being raced. 


The American Trotting Associa- 


tion started a war on 
the hopple 


several years ago. It provides that 
the hopples should be eliminated by 
a gradual process. Each year the 
ban on the hopples advances and in- 
cludes the next age of horses. Fair 
secretaries generally were opposed' 
to the ruling and fought it, but their 
opposition was without avail. 


The American Trotting Association 


rules have been changed in another 
regard since last year. The method 
of awarding the money is almost en- 
tirely revolutionized. 


Heretofore, if a driver won one 


heat, even though the total of his 
points in position in each heat were 
greater than those of another driver 
without, a first, he would be given 
second money. 
. But this.year the driver whose 
total score is least wins first money. 
As for instance, it may be possible 
not to- win a heat and still win first 
money. This" would be a rare case,' 
but it is possible' for such a thing to 
take place. 
At any rate, it means" 


that a driver can not win. a couple 


think he has the race eineht 


and then'lay up." He has to b. 


MORE DOGS H POI50IEO 


'Slaughter of Innocents" Continues 


in This City. 


Dog poisoners are still at work in 


this city. Last evening the fine bird 
dog of Dr. P. SI. Sparks -was found 
to have been poisoned and was saved 
only after hard work by Dr. L. C. 
Kigin. "Muff," the pet. dog of Mr. 
and Mrs. 0. M. Dale was poisoned 
yesterday and died. The wholesale 
poisoning started last week a'nd in all 
about ten dogs» have been poisoned. 
The-poison used was strychnine ac- 
cording to the doctor. 


MAYOR LEW SHANK 


HEBE U5T NIGHT 


Was a Little Pleasure Jaunt, But 


That Gubernatorial Boom Was 


Not Overlooked. 


IS COMING FOR BALL GAME 


Mayor and Mrs. Lew Shank of In- 


dianapolis visited in this city a few 
hours last evening while enroute from 
Greenshurg. where they attended the 
fair. Mayor Shank's little visit was 
along pleasure lines, but incidentally 
he did a little work on the guber- 
natorial boom of his. A good supply 
of buttons bearing the 
inscription 


"Shank for Governor" was passed 
around over this city. 


Mayor Shank hunted up Frank 


Maibaugh, manager of the ball team 
and stated he was coming down here 
next Wednesday to see 
Rushville 


play. "I have heard a lot about this 
ball team," said Mayor Lew. "and as 
I am tired of watching Indianapolis 
try to play. I am coming here to see 


'resrular' same." 


MUUETHIL 


Tinton Hatton is Attacked by Angry 


Bovine and Saved From Death 


by Brother. 


HORNS PENETRATE HIS FLESH 


Tinton Hatton. aged thirteen years 


son of Mr. and Mrs. Steve Hatton, 
was painfully injured while assist- 
ing his brother and father in driving 
a herd of cattle to-market at Wald- 
ron. 
They were about a half mile 


from Waldron when one of the cows 
becoming enraged at the flies which 
were biting her, turned on the lad 
and knocked him down. The bovine's 
horns penetrated the flesh on his left 
side, tearing the tissue and muscle 
loose, making an ugly wound. 


After the animal had knocked him 


down she did not keep up the attack 
or the lad might have 'been fatally 
injured. The boy's brother 
was 


along beside him when he was knock- 
ed down and his presence might have 
caused the cow-from keeping up the 
attack. : Their father was driving in 
the ,van jof the herd and 'he was in- 
formed of the accident and hurried 
with bis buggy to the side of his son 
and took him to the office of Dr. D. 
F. Randolph of Waldron, where the 
injuries were dressed. The physician 
stated that he did not think the hoy 
was hurt internally and that he did 
not believe the injuries would prove 
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HI 


1WSTERN 


Solomon And Mary Stone, Who Had 


Romance in Rush County, Bear 


Distinction. 
; 


LIVE IN HOWARD COUNTY NOW 


* 


Married Here in 1844 They Will 


Soon Celebrate Their 68th 


Anniversary. 


flurried when John 
Tyler was 


president of the United States, How- 
ard county has one couple that can 
joa.st of that distinction, says the 
Kokomo Tribune. 


When John Tyler was president— 


Bounds like a long time ago, doesn't 
it' 
Well—it was a long time ago, 


for John Tyler ceased being presi- 
dent on March 4, 1845. 


Go over to Greentown, turn 
to 


your left onto the main north-and- 
south stem of the Liberty township 
metropolis, drive thence north two 
miles as the crow flies, and you ar- 
rive at a gray cottage—a quaint, 
liomey little structure with low ga- 
bles, old-fashioned shutters, a well- 
liouse in the rear and cedars and 
maples in the front yard. 


Within the cottage, or sitting in 


the shad}' dooryard. you will find the 
good old couple who were married 
when John Tyler was president. 


Visit with them a few minutes, in- 


timate that you would like to know 
as much as a stranger decently 
should about their lives, and the good 
wife will go into the little shut-up 
parlor and bring forth the Family 
Bible. You will take it reverently, for 
there is always something awesome 
about a Family Bible, and you will 
turn to those thick leaves over there 
between the Old Testament and the 
New—the leaves on 
which births, 


deaths and marriages are recorded 
—nntl there you will find this entry: 


"Married—October 17. 1844. Solo- 


mon Stone and Mary A. Hatfield." 


Yes. it was along in cider-making 


time in 1844 that Solomon and Mary 
Stone were married. They were 
young folks then—she was seventeen 
and he was twenty-two—in a snug 
little valley down in the southeastern 
part of Rush county. 


The parents of Solomon and Mary 


came over the mountains from Vir- 
jrinia together and 
settled in 
the 


same neighborhood. Solomon 
and 


Mary had gone to the same district 
school, had seen each other at revi- 
vals at the "meeting house" in the 
old town of Andersonville, had, met 
at husking bees and had been togeth- 
er many times at neighborhood par- 
ties. It was jnst the simplest, sweet- 
est, 
most 
old-fashioned romance 


imaginable. The wise folk 
of 
the 


neighborhood said it was a good 
match, and it was. Solomon and 
Mary have stayed "hitched" nearly 
three-quarters of a century. If both 
live until October 17, next, they will 
celebrate the sixty-eighth 
anniver- 


sary of their marriage. 


Solomon Stone was born March 11, 


1823, and Mary A. Stone November 
13, 1827. Both are native Hoosiers, 
for both were born in Franklin coun- 
ty. They were a country boy and a 
country girl when they were married 
and they are a country boy and a 
country .girl today. "We have lived 
on a farm every day of oar lives," 
said Solomon, proudly. 
"We have 


never been rich," he continued, "but 
we have got along. We own ninety- 
five acres here and do not owe a 
penny to any nan in the world." 


Mr. and Mrs. Stone came to How- 


ard county in 1857, settling in the 
neighborhood .when they now reside. 
They were in the purest sense pio- 
neers* Then ^fia not .an mprorev, 


and 
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THE DAILY REPUBLICAN. 
Evpfafc My 27, Itlt 


for this genuine 
Victor-Victrola 


bearing^the 


famous Victor 


trademark 


—a guarantee 


of quality 


Come in and hear this instru- 


ment play your favorite music. 


Other style Victor-Victrolas $25 


to $200. Victors $10 to $100. Easy 
terms, if desired. 
Geo.CWyalt&Co. 


I Am Making Loans 


' On Best of Terms 
B.F 


WANT ADS BRING RESULTS 


It would surprise yon to know of 


the great good that is being done by 
Chamberlain's Tablets, Darins Dow- 
ney, of Newburg Junction, N. B., 
writes, "My wife baa been using 
Chamberlain's Tablets and finds them 
very effectual and doing her lots of 
good." If you have any trouble with 
your stomach or bowels give them a 
trial For sale by All Dealers. 


IF YOU HAVE A 
Boil 


And Wish to Draw 
It to a Head, Use 


Marigold 


Salve 


25c A Box 25c 


Manufactured By 


Hargrove & Mullin 


GUESS WHAT WILL HAP 


PEN TO THE MAN 


who starts out on a trip with his 
brakes not working right, his en- 
gine needing repair, or his machine 
not in good working order gener- 
ally! He will be certain to get 
stalled on the road, or to have 
some accident befall him before he 
returns. Don't risk your life by a 
defective stearing gear [or brake 
when we will put it in good work- 
ing order at a fair cost at 
NORRIS MOTOR CO. 


ftuihville, Ind. 
Phone 1448 
i \ 
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6% Tax Exempt Securities 6% 


Hlrfh Grade. Only a Few Left 


Rush County Gravel Road Bonds, School Bonds, 


Bank Stocks and Trust Co. Stocks 


Bought and Sold at Market Price Every Day 


I can help you with your HIGH TAXES. 
•"^T- 
A. c. BROWN 
omr^- 


Office in New Bank Building, Over Aldridge's Grocery 


FIRE and TORNADO INSURANCE 


ABSTRACTS OF TITLE 


FIDELITY AND SURETY BONDS 


BURGLARY INSURANCE 


GEORGE W. OSBORNE 


SOS Main St. 


boooooooooooocx 


Telephone 1MO 


MONET! 
MONEY! 
~ MONET! 


During the trying hours it i« a consolation to know, if yon hare good se- 
curity you can get what money you need at a reasonable rate of interest; 
THE BEADLE CHATTLE MORTGAGE LOAM COMPANY 


Over Farmers Trust Co. 


OOOOOOOOOOOOOOOO 


O"UR AUTO SPECIALISTS 


are always at your service when 
your car needs any attention, much 
or little. They diagnose the dam- 
age instantly and accurately and 
those who know wiU testify that 
their treatment is always efficacious 
and thorough. Keep our addnss 
handy. 


WUJJA* E. BOWER 


I3M. 


HARRY THAW 


Whose Latest Struggle For 
Freedom Resulted Adversely. 


a) 1912, by American 


DOORS OF ASYLUM 


CLOSE UPON THAW 


White's Slayer Is Still Insane 


Says Court. 


White Plains, N. Y., July 27.—In the 


eyes of the law Harry K. Thaw is 
still insane and must remain in the 
asylum, where he was placed on Feb. 
1, 190S, after he had killed Stanford 
White. Justice Martin J. Keogh of the 
supreme court has decided Thaw's ap- 
plication for freedom. The court took 
the ground that Thaw's release would 
be dangerous to public safety. 


So far Thaw is the most expensive 


prisoner in the country. The amount 
of money spent by the state In keep- 
ing- him behind the bars is estimated 
at $350,000. 
The true amount will 


never be known, for Thaw's lawyers 
spent thousands in the Tenderloin dis- 
trict during the first trial, when he 
was posing as a Sir Galahad, who 
avenged his wife. 


The first trial cost the county $100,- 


000. 
To Thaw the cost was $420,000, 


most of it in lawyers' fees. The sec- 
ond trial cost the county the same, 
$100,000, and Thaw about as much as 
the one before. 


Thaw has had three hearings and 


has declared he will demand one every 
year. At the present rate, if the hear- 
ings keep up, there is no doubt Thaw 
will cost over a million dollars to the 
country and several millions to his 
family. 


SERIOUS CRASH 


Wheeling Mason* Precipitated to Bot- 


tom of Ravine. 


Wheeling, W. Va., July 27.—Two 


hundred Masons attending a Masonic 
picnic, and their families, seated on a 
wooden platform covering a twenty- 
flve-foot ravine in front of an open-air 
theater at Wheeling park, were badly 
injured when the platform broke in 
the center and they were violently 
thrown and crushed into the bottom of 
the V-shaped breach at the bottom of 
the ravine. The injured were haiiled 
out by rescue parties with' ropes. 


Every person crowded on the plat- 


form listening to the lecture and 
speeches from the stage, went to the 
bottom. All were injured more or less. 
Numerousw persons suffered broken 
bones, serious body injuries, cuts and 
gashes, although no one was killed 
outright in the crash. 


Fatal Motorcycle Collision. 


Lexington, Ky., July 27.—Charles K. 


Moores, receiving teller at a local 
bank, died here, and his brother, H. 
W. Moores, employed in the same 
bank, is not expected to live a* the re- 
sult of a collision between their two 
motorcycles. The brothers, who were 
enthusiastic wheelmen, were return- 
ing from Winchester, Ky., when the 
accident occurred. 


TERSE TELEGRAMS 


The forty-third annual meeting of 


the Northern Indiana Editorial 'asso- 
ciation will be held at Gary August 22 
and 23. 


Indications are that congress will 


net adjourn until September, with the 
possibility that the session may be 
prolonged till nearly Oct 1. 


Two white men, George Sheldon 


and John Bailey, were hanged' at 
Nashville, Tenn., for the murder of 
Ben Pettigrew, an old negro, and his 
two children. 


A resolution providing for an in- 


vestigation concerning the alleged in- 
citing of rebellion in Cuba and Mexico 
by American moneyed interests has 
been adopted by the senate. 


President Taft has entered hi* prize 
iw, Pauline Wayne, which has for 


the past year supplied milk for the 
'White House, hi the annual show of 
the Pennsylvania State Cattle Show 
association. 


The Chinese assembly has acceded 


to the demand or the military con- 


In Pcktnc. who iMtotee- that 


TRAP LAID FOR 


CITY SPOOLERS 


FifteM flf Tteffl Ft Jrti It 


Ow Heels. 


BRIBERY SCANDAL AT DETROIT 


By Exposure of Fourteen Aldermen 


and Secretary of Council In That 
City, Charged With Dickering For 
the Grant of a Valuable Right to 
Wabaah Railway, Another Chapter 
Has Been Added to Shame of Cities. 


Detroit, Mich., July 27.—A bribery 


scandal that has broken out in this 
city has involved fourteen aldermen 
and the secretary of the common coun- 
cil committees. 
Seven have been 


arrested already and the others are 
now being sought by the police. The 
men now under arrest are Thomas E. 
GUnnan, president of the council; Al- 
dermen Louis Brozo, Frank Mason, Al- 
gie Deime, Joseph L. Thiesen and Mar- 
tin Ostrowski and E. R. Schreiter, sec- 
retary of the council^ committees. 
Glinnan and Schreiter made full con- 
fessions soon after being arrested and 
Glinnan turned over to detectives who 
arrested him a roll of $1,000 in bills 
which he had received but a few min- 
utes before. 


Held Out for Money. 


The charge against the aldermen 


and secretary is taking money in 
granting the Wabash railroad the 
right to build a freight warehouse on 
Seventh street between Fourth and 
Congress. The franchise was favored 
by the board of commissioners and 
others, but was held up by certain al- 
dermen who demanded pay before vot- 
ing for it. 


To -catch these aldermen, Andrew 


Green, jr., hired Burns detectives, who 
set a trap for them, under an under- 
standing with Attorney General Kuhn 
and Prosecutor Shepherd. The amount 
paid, it is said, was $3,700, ranging 
from $100 to some of the aldermen, to 
$500 to Schreiter and $1,000 to Glin- 
nan. 
The detectives posed as agents 


for the Wabash and opened offices in 
the Ford building, where the money 
was paid. Eight of the aldermen got 
theirs Thursday, the others coming in 
yesterday. 


Used a Dictograph. 


The plan laid was to get all the oth- 


er aldermen to take the money first, 
then have Glinnan and Schreiter come 
last. Glinnan fixed a date of 2 o'clock 
yesterday afternoon, when he would 
come after his, the plan being to ar- 
rest him and hold him in another room 
until Schreiter, who was to come at 
2:30, got his. The Burns men used a 
dictograph on Alderman Glinnan and 
have a record of his entire conversa- 
tion with them. Glinnan had the mon- 
ey on his person when arrested. 
Schreiter was grabbed in his office in 
the city hall. 


MISS ELEANOR JL WILSON. 


erakie Presidential Candidate. 


MACHINE GUN BLOWN 


TO PIECES BY MINEBS 


Ten Men Killed In Battle In 


Paint Greek Valley. 


Charleston, W. Va., July 27.—In a 


battle near Mucklow seven guards and 


j three miners were killed. The miners, 


a hundred or more in number and 
heavily armed, swooped down on a 
squad of Baldwin detectives guarding 
a mine with a machine gun. The ma- 
chine gun was blown to pieces with 
dynamite. E. W. Ganjot, one of the 
most noted man hunters of the moun- 
tains was among those killed. 


Following this 
battle 
Governor 


Glasscock telegraphed to Major James 
I. Pratt at Mount Gretna, Pa., maneu- 
ver camp to proceed with his battalion 
to Paint Creek. 


The situation in both Paint Creek 


and Peytoni districts is exceedingly 
serious, and it is feared there will be 
wholesale killing before the strike 
trouble is over. 
The miners under 


arms are said to number hundreds. 


A SCAPEGOAT 


That !• What Kid McCoy'* Wife Say* 


of Hi* Arrett. 


London, July 27.—A man who is de- 


scribed on police records as "Arthur 
McCoy, alias Kid McCoy, aged forty- 
two, an American subject," was ar- 
rested here on an extradition warrant 
charging complicity in the recent $80,- 
000 jewel theft from the Princess of 
Thurm and Taxis. He Is held at Bow 
street awaiting the arrival of the Bel- 
gian police. When arrested the pris- 
oner said he knew nothing about the 
theft He was remanded without ball, 
but has not been extradited. The Os- 
tend police have in custody Arthur 
Kemp, known as "Squeaker," a race- 
track operator, and two Russians, 
father and son, who are charged with 
being the actual robbers. The Belgian 
authorities have no trace of the stolen 
jewels, but contend that they were 
taken to London, they believe, by Mc- 
Coy and a male companion, who has 
not yet been arrested. 


So far as can be learned' the polics 


evidence against' the American con- 
sists of the coincidences that McCoy 
stopped at, the hotel at Ostend where 
the robbery occurred and that he was 
friendly with Kemp. McCoy's latest 
wife, who did not accompany him to 
Ostend, visited Scotland Yard and pro- 
tested against his arrest, declaring 
that he was innocent of any connec- 
tion with the robbery. She said: "My 
husband is simply the victim of un- 
fortunate acquaintances. I think oth- 
er people are trying to make him a 
scapegoat." 


WEATHER EVERYWHERE 


Observations of United States 


weather bureaus taken at 8 p. m. 
yesterday follow: 


• - - ' • . 
Temp. Weather. 


New York;.... 76 
Clear 


Boston 
.... 70 " Pt.Cloudy, 


Denver. 
60 
Cloudy 


San Francisco. 54 
Clear' 


St. Paul. 
62 
qear 


Chicago 
64 
Clear 


Indianapolis... 74 
Clear 


8t Louis 
82 
Clear 


New Orleans,. 28 
Cloudy 


Washington... 72 
Clear 


' Unsettled, 
probably 
local 


WIFE WAS IN WAY 


Wealthy Real Estate Man Charged 


With Murder Conspiracy. 


Cedar Rapids, la., July 27.—While a 


detective and a shorthand reporter 
were concealed behind a curtain in 
the home of Mrs. John Bell, a negress, 
Simon P. Kuhn, a wealthy real estate 
dealer, signed a written contract with 
Belle Mitchell, a Creole, to murder his 
wife within twenty-four hours for a 
consideration of $100. Kuhn is in jail 
charged with conspiracy to murder. 
Kuhn is said to be infatuated with an- 
other woman and is said to have tried 
every possible means to get rid of his 
wife. He kept consulting the Mitchell 
woman, who is a clairvoyant, and it 
la said he urged her so often to take 
the Job the negress became frightened 
and confided the whole matter to the 
police. 


DEMOCRATS DIVIDED 


Houce Split Into Two Camp* on the 


Naval Program. 


Washington, July 27.—About thirty- 


five Democratic members of the house 
have determined to bolt if the Demo- 
cratic party caucus continues to hold 
out against additions to the battleship 
fleet. Indications are that the caucus 
will be reassembled and another effort 
made to force the adoption of a res- 
olution declaring for the incorporation 
in this year's naval bill of an authori- 
zation for at least one dreadnought. 


The house Democrats are badly split 


over the naval program and the lead- 
ers are attempting to restore order. 


THE NATIONAL GAME 


Contests in the Three Big League* 


Noted Here at a Glance. 


National League. 


At Brooklyn— 
R.H.E. 


Cincinnati. . 0 0 0 4 0 0 0 0 0—t 7 1 
Brooklyn... 4 2 2 5 0>0 0 0 »—9111 


Benton, Keefe, Davis'and Clarke; 


Ragon, Curtis and Miller. 


At Philadelphia— 
R.H.E. 


PHtsburg... 6 0 0 0 0 0 0 0 1—1 6 0 
Philadelphia 1 0 1 0 0 1 0 1 «—4101 
, OToole and Gibson, Adams and Si- 
mon; Moore and Killlfer. 


At New York— 
ItH.E. 


Chicago.:.. 0 0 0 0 1 0 0 12—4 7 0 
Mew York.. 1 01 0 0 0 001—3 9 2 


Richie,'Renlbach and Archer; Math- 


•wson and Meyers and Wilson. 


sehedaled. 


WAUO SAYS HE 
WAS SUNDERED 


WAITS $250,000 FROM EACH 


Declaring That Statement* Published 


by the HeraM, Tribune and Press 
Purporting to Be Grand Jury Tecti- 
mony and Placing by Implication 
Upon Him Responsibility For Con- 
tinued Gambling Were False, Police 
Head Demands Damages. 


-New York, July 27.—Police Commis- 
sioner Waldo announces that as a re- 
sult of the publication in the Herald, 
the Tribune and the Press of state- 
ments alleged to have been made by 
Lieutenant Daniel Coetigan before the 
grand jury, he has Instructed his coun- 
sel to bring suit against each of these 
newspapers for $250,000 on the ground 
that the statements purporting to have 
been grand jury testimony were false 
and libelons. 


The substance of the statements of 


•which the commissioner complained 
was that Lieutenant Costigan, head of 
one of the three gambling detail 
squads that Mr. Waldo employs in the 
Tenderloin and elsewhere, placed up- 
on the commissioner himself the re- 
sponsibility for the continuance of 
gambling and that h.e had given in- 
formation to the commissioner as to 
gambling houses and that the commis- 
sioner had done nothing. Waldo sent- 
for Lieutenant Costigan, who denied 
that he had said anything of the sort • 
before the grand jury. 


MORE ARRESTS 


The Rosenthal Case Is in a Fair Way 


to Be Cleared Up. 


New York, July 27.—Just before 


they got into Shapiro's gray car and 
sped out of Forty-third street Louis 
(Bridgie) Webber was with the mur- 
derers of Herman Rosenthal. That was 
the statement made before Coroner 
Feinberg by Louis Krese, a waiter, a 
new witness, who singled out Webber 
in the courtroom and then pointed to 
Jack Sullivan as another man who was 
in front of the Metropole at the time 
of the snooting. Sullivan as well as 
Webber is now charged with murder. 


The unexpected identification.made 


by Krese was perhaps the most dra- 
matic feature of a day that was crowd- 
ed with interesting developments in 
the Rosenthal case and matters which 
have arisen on account of it. Mayor 
Gaynor, replying to a letter from Com- 
missioner Waldo asking what should 
be done about suspending Lieutenant 
Becker, sent a long letter to Commis- 
sioner Waldo in which he directed that 
Becker should not be suspended until 
evidence .against him was produced. 
At the same time the mayor in char- 
acteristic style discounted the clamor 
over the Rosenthal case and gave Mr. 
Waldo the highest of praise for his 
conduct of the police department. 


Frank Clroflci, who, the police con- 


tend, is the Dago Frank that took part 
in the murder and who was arrested 
with a young woman named Rose Har- 
ris, and with Abraham Lewis, was held 
on a charge of murder, while the Har- 
ris woman and Abe Lewis were held 
as material witnesses. Both the dis- 
trict attorney and Deputy Commission- 
er Dougherty were active in examin- 
ing witnesses and both announced 
that definite progress had been made. 
District Attorney Whitman conferred 
with the lawyers for Jack Rose, Sam 
Paul, Shapiro and Libby and Bridgie 
Webber, and intimated that the pros- 
pect of more revelations favorable to 
the clearing up of the case was good. 


From police headquarters came the 


word that detectives have picked up 
the trail of the men now at liberty 
who are wanted for the murder—Har- 
ry Horowitz, Whitey Lewis, Lefty 
Louie and Sam Schepps. 


AN INCOME TAX 


Senate Passe* House Exci*e Measure 


After Long Debate. 


Washington, July 27.—The senate 


after about eight hours' consideration 
of the house excise bill, passed that 
measure by a vote of 37 to 18. The 
bill extends the special corporation 
tax that was a feature of the Payne- 
Aldrich law to individuals and copart- 
nerships. 


It is an income tax in disguise and 


levies 1 per cent rate now imposed on 
corporations on-all incomes from other 
business in excess of $5,000. The word 
business includes all professional and 
other activities yielding an income. 
Senator Borah brought forward an in- 
come tax bill which he offered as a 
substitute for the excise measure, but 
the substitute was voted down by 33 
to 23. 


944,592 Misapportloned. 


Terre Haute, ind., July 27.—The re- 


port of state accountants places the 
amount of misapportionment of school 
fond* to townships Including Harrison, 
te which this city is situated, and oth- 
ers contiguous ;to it, at I44.5M. The 
exMsiners went back to 18*0. 
The 


etty school trustees wfll try to recover 


to IMC There I* no aoasMtloB 


or wrong dome. 1fct taxes 


to Ike tow*. 


CHURCH NEWS 


+I*ttle 
Hat 
Bock 
Christian 


church—Services each Lord's day at 
11KK) a. m. and 730 p. m. Preaching 
by the pastor, the Rev. Talmaga De- 
frees at every service unless other- 
wise announced. Bible school at 10 
a. m. and Young Peoples meeting at 
•6:30 p. m. 5 


-f-Regular services at St. Mary's 


Catholic church, conducted by the 
fiey. M. J. Lyons. Masses at '7:30 
and 9:30 a. m. 


-f-There will be preaching every 


other Sunday at the Glenwood M. E. 
church. 
Morning service at 1030 


-o'clock, evening services at 7 o'clock 
and Sunday school at 9:30 o'clock. 


+Urst Church of Christ, Scien- 


tist, will have their usual meeting at 
their room over the Fanners Trust 
•Company. 


+The Salvation 
Army—Holiness 


•meeting Sunday morning at 1030; 
"Sunday school at 3:30 p. m.; Young 
Peoples meeting at 6:30 p. m.; Hal- 
lelujah wind up for the day at 7:30. 
Tuesday night salvation meeting' at 
7:30; 
Wednesday 
night, open air 


•meeting; Thursday night, salvation 
meeting at 7:30 o'clock. Saturday 
•night and afternoon open air meet- 
ings. "All indoor meetings are held at 
•their hall in South Pearl street. 


+Kegular services .will be held at 


the Main Street Christian 
church 


Sunday as usual, with the exception 
of the evening services on account of 
the union meeting. 


+Usual sen-ices at tlie United 


Presbyterian church Sabbath morn- 
ing by the pastor, the Rev. A. \V. 
Jamieson, D. D. Sabbath school and 
Men's Bible 
class at 
9:30 a. m.; 


Young Peoples Meeting at C:30 p. m. 
~Ko preaching services at night on 
Account of union services. Prayer 
meeting Thursday at 7:30 p. ni. Les- 
son, Acts 22d chapter. 


+The 
Rev. \V. H. Wylie 
wil 


preach Sunday morning at the St. 
Paul M. E. church on the topic, "The 
Activities of the City of God." This 
is a sequel to the sermon last Sunday 
morning.. Sunday school and Eqworth 


COUNTY NEWS 


'Hays/. 
'' 


Rev. Jenniesoh and wife of Rush- 


ville called on a few friends at 
Griffins one day last week. 
, 


Miss .Minnie Stiffler 
and /Miss 


Letha Young of Carthage have re- 
Burned-home af{er spending-a few 
days with Mr. V. James Norirs. 


John Mauzy and Richard Arnold 


went to Indianapolis last week and 
Richard resides on a new motorcycle 


ow. 


Mr. and Mrs. Luther Hinchman of 


Sumnantown, Tenn., Mr. and Mrs. 
Wm. Jarrett and family of Spiceland, 
Mr. and Mrs. Clifton Jarrett 
and 


daughter Mildred of Rushville 
of 


Rushville, Misses Elsie Jarrett and 
Marie Willy of Thompsonville, N. C., 
spent Sunday with Robert Jarrett 
and family. 


Mrs. Inez Morris and daughter 


Francis were called to Knightstown 
last Sunday on acount of the serious 
sickness of her sister. 


- • 
- 
-i _r^-a*a» 
Mrs. St. Elmo Hires and Mr. and 


Mrs. Will Richardson spent Sunday 
with. Mr. and Mrs; Paul Dauben- 
speck at Pin Hook. 


A few friends of Mr. and Mrs. 


John Bussell spent Saturday evening 
at their home and had an enjoyable 
time. Refreshments of candy, cake, 
bananas and nabiscoes were served. 


The infant son of Mr. aud Mrs. 


Milligan died last Monday and was 
buried at Ben Davis Creek cemetery. 


Mr. and Mrs. Estel Bishop of In- 


dianapolis, Mrs. Furry, Mr. and Mrs. 
Josiah .Bishop and Mr. and Mrs. 
Wood Bishop of Rushville took din- 
ner with Mr. and Mrs. Tom Bishop 
last Friday. 


lis came first of the week to spent a I visited Robert Kennedy and family 
few days with her parents, Mr. and I of Rushville Sunday. 
Mrs. ohn Duncan. Mr. Kinder was 
here Thursday. 


Jv R. Publow is home from Cleve- 


land, Ohio., for a week's vacation. 


T. Benton Henley was in Indiana- 


polis Wednesday. 


Roy Bundy of Cleveland, 0., spent 


Tuesday with Mr. and Mrs. William 
Bunday. 


•i 
• 


Miss Dorothy Sipe 
entertained 


four girl friends from Knightstown 
Tuesday afternoon. 


Mrs. Jesse Henley was hostess for 


the Thimble Club Tuesday afternoon. 


Little Miss Thelma Bnndy of near 


Greenflejd visited here first of the 
week. 


The Misisonary Society will hold a 


Festival at 
Kennedy's old stand 


Saturday night. 


Charles E. White has purchased 


the J. 0. Nelson hardware. 


Mrs. Beebee of Chicago is 
the 


guests of Mr. and Mrs. Clyde Henley. 


Mrs. J. L. Hubbard entertained at 


Rook Wednesday evening. 


Miss Frances Rapp of Hamilton, 


Ohio, and Lewis Rapp, 
Adolph 


Schrum are guests of Mr. and Mrs. 
W. H. Sharer. 


J. R. Publow was in Indianapolis 


Wednesday and spent Thursday with 
Luther Bunday 
Greenfield. 


and 
family 
near 


Lenque will be 
"hours. 


held at the usual 


H-The. fourth of 
the series 
of 


union Sundny evening services will 
be held at the Coliseum Sunday even- 
ing and the sermon will be preached 
"by the Rev. C. 31. Yocnm of the Main 
Street Christian church. His subject 
•will be ''"What Must I do to be Lost?" 
Miss Florence Frsizee and her broth- 
er. Walter Frazee of Lexington. Ky.. 
will =in<r a duet. 


Mrs. 
Lel.i Love, wife 
of 
Wiley 


Lnvp. n farmer living near Covena, 
On., says: "T have taken Foley Kid- 
ney Pills and find them to be all you 
rfaim for them. 
They gave me al- 


most instant relief when my kidneys 
•WOI-P «I«<r<ri?h and inactive. 
I 
can 


cheerfully recommend them 
to 
all 


• sufferers from kidney troubles." F. B. 
Johnson & Co. 


In tliiily-five 


lost (i.G-IO acres 


years England has 
by erosion, but this 


has been more than made up by the 


has formed din-ins 


Helped to Keep Down Expenses 


Mrs. J. E. Henry, Akron, Mich., 


tells how she did so: "I was bother- 
ed with my kidneys and had to go 
nearly double. I tried a sample of 
Foley Kidney Pills and they did me 
so much good that I bought a bottle, 
and 
feel that 
they saved me a 


big doctor's bill." F. B. Johnson & 
Co., Druggists. 


A cement foundation is being made 


under the I. 0. 0. F. hall. 


Mrs. Forrest Kennedy of Knights- 


town was here betwen trains Wed- 
nesday. 


Mrs. George Hires and three 


daughters visited Mrs; Will McMillin 
and Mrs. Ross Logan Wednesday. 


Miss Florence Lower returned to 


her home Wednesday evening 
after 


visiting John Logan and family for a 
week. Mrs. John Logan returned 
home with her for a few days visit. 


Mrs. Will Hall visited Aaron Ken- 


nedy Wednesday. 
- 
- 


Mr. and Mrs. Wayne 
Werking 


visited Will Frye and family Sunday. 


Misses Sallie Logan and Florence 


Lower and Messrs Tom Logan and 
Lowell Vickrey visited Miss 
Clara 


Kirkpatrick Sundy evening. 


Mrs. Elmo Hires visited H. S. Bell 


and family Wednesday. 


They Put an End to It 


Charles Sable, 30 Cook St., Ro- 


chester, N. Y., says he recommends 
Foley Kidney Pills at every oppor- 
tunity because they gave him prompt 
relief from a bad case of kidney 
trouble that had long bothered him. 
Such a recommendation, coining from 
Mr. Sable, is direct and convincing 
evidence of the great curative quali- 
ties of Foley Kidney Pills.^ F. B. 
Johnson & Co. 


Chiefs Write of Methods to be Used 


in Teaching Beys UseM 


Things. 


WORK FOR THE BOY SCOUTS 


Special Chapter in The Manual Will 


Be Devoted to Fire Fighting 


And Prevention. 


SftB IT WHISTS EKKMBI 


Mrs. M. A. McLanghlin, 513 Jay 


St., LaCross, Wis., writes that she 
suffered all kinds of pains 
in 
her 


tack and hips on account of kidnej 
trouble and rheumatism. "I got some 
Foley Kidney Pills and after taking 
(hem for a few days there was a 
wonderful change in my case, for the 
pain entirely left my back aud hips 
and I am thankful there is such-o 
medicine as Foley Kidney -Pills." f. 
B. Johnson & Co. 


were in 


Carthage. 


Mr. and Mrs. Van Hood 


Indianapolis Thursday. 


The infant son Mr. and Mrs. Orvil 


Leisure M-Jiich was born Wednesday 
and Thursday morning. 


Merle Hill of Indianapolis came 


iir.me Wednesday to be with his fath- 
•r Daniel Hill who is critically ill. 


Mrs. Mont Porter of Knightstown 


•pent Thursday with friends. 


H. H. Henley was in Indianapolis 


.Thursday. 


C". R. Butler returned from 
the 


Mayo Bros. Sanitarium of Rochester, 
Minn.. Tuesday 
Sutler is rapidly 


Plum Creek. 


The little child of Mr. and Mrs. 


Roy Alexander of Gings is dansrer- 
ously sick. 


Hay making and oats cutting are 


almost things of the past. 


new land which 
that time. 


and 
reports Mrs. 


improving. 


Mrs. Lon Kizer and Mrs. 
Jesse 


Kizer were in Indianapolis Tuesdaj'. 


- t 


Mrs. Charles Kinder of Indianapo- 


Work 


rressins 


on the 
nicelv. 


new church is pro- 


Attention Sick People 


Why use thrashy good for nothing, 


patent medicines, that in time are 
bound to ruin your health and leave 
incurable troubles? 


Why salve your skin with a lot of 


worthless ointments that will simply 
destroy the smoothness and disfigure 
you for life? 


USE WITTER WATER, nature's 


natural medicine, the most wonder- 
ful blood purifier. 
This water is 


pleasant to take and leaves no bad 
effects. 
Positively 
cures Exzema, 


Rheumatism, Nervousness, Jaundice, 
Kidney, Stomach, Liver and Blood 
troubles. Write for booklet at once 
telling how to use Witter Water. 


Wanted—good hustling agent in 


your town to sell Witter Water. 
Write today to 
JAMES B. WHITE, 


Indiana Distributor of Witter Water 


1 609-610 Peoples Trust Bldg., 
114tlO 
Ft. Wayne,'ind. 


Liquid blue is a weak solution. 


Avoid it. Buy Red Cress Ball Blue, 
the blue that's all blue. Ask your 
grocer. 


Geo. 
W. 


new barn. 


Kemmev is painting his 


Mrs. John Nipp and Mrs. J. 


and daughter Elsie, went 


Newcastle Saturday on account 
Mrs. James Nipp's sickness. 


Lnfe Johnson is sick. 


Summer Tours 


Frank Gordon and family enter- 


tained at dinner Sunday, Elmer Gor- 
don and family. Charley Gordon and 
family. Mr. ami Mrs. Mat Gordon 
(and Wilbur Gordon of Rushville. 


Mrs. Chester Hall has the measles. 


Patrick Hayes and family have 


been entertaining relatives from Cin- 
cinnati and Chicago the last week. 


Mrs. John Hall, who has been seri- 


ously sick is now improving. 


Aid Socity meets this week 


Mrs. Geo. Ertle. 


Swat the Fly 


AT SPECIAL FARES 


TO New York, Boston, 


Falls and 
Resorts 


Including Lake Chautauqua, St Lawrence River, Lakes 
Champlain and George, Adirondack, White and Green 
Mountains, New Ens' '" " 


Tkbto M nk drily to 


October 3M. 


•• *^*** va»mn^»«»p 
TT sai*^ *niiTJ X4*Vb*J 


I Sea Coast, Maine and Canada 


304. 


NewM(ktml Lines 


Big Rmr-"Tke Wottr-Leetl 
tott" 


For copy of the faUowing booklets: "Uke Chaotanqua." 
•Summer Trips," "Eastern Vacation TomV also our 
tWde to Mew York City." oontainmg valuable 
information 


When Buying: Buy Only The 


Best 


Costs no more but gives the best 


results. 


H. L. Blomquist, Esdaile, Wis, 


snys hie wife considers Foley's Hon- 
py and Tar Compound the best cough 
cure on the market. "She has tried 
various kinds but Foley's 'gives the 
best results of all. F. B. Johnson 4 
Co., druggists. 


B.JLI 


Y \\ \\ V I K K 


I N K S 


Union Township. 


Mr. and Mrs. Will Hall and Clar- 


ence Daubenspeck and family atten-' 
ded church at 
Stringtown Sunday 


and took dinner with Abdel Qing and 
family. 


Bert' Nbrris and family, Mr. and 


Mrs. Walter Smith, Mr. and Mrs. 
Frank Logan and son Russell and 
Misses Edith King a ndMyrta Gustan 
took dinner with Will McMillin and 
family Sunday. 


Mr. and Mrs. Aaron 
Kennedy 


Consider now the little fly, whose 


name is rhymed with "baby-bye." He 
has birth in the manure, crawls forth 
and loiters in the sewer and. smeared 
with deadly typhoid germs, he leaves 
his brother magogntworms. unfolds 
his dainty winds of silk and dumps 
his microbes in the milk, where tlieir 
huge numbers mount and mount, in- 
creasing the' bacterial count until 
they reach the food supply some wo- 
man feeds her "baby-bye." 


The fly comes gaily to us, his feet 


all gummed with poison-pus, and 
singing clear his song of sweet, 
alights and cleans them on the meat. 
He gathers scarlet-fever spores and 
leaves them on the walls and floors; 
he is not pi-oud, and oft will stoop to 
carry heavy loads of croup, and 
place it where its awful death may 
come and go with baby's breath. Oh, 
do not call him indolent! He calls 
that sumer day mispent in whitch 
lie's failed to load the breeze with 
the live germs of some disease; and 
if he finds them not. though hurt, 
he'll be content with just plain dirt. 


WANT ADS BRING RESULTS 


The nation-wide plan of having 


Boy Scouts take up actively the work 
of preventing and fighting fires is re- 
ceiving the active co-operation of 
fire chiefs throughout the country. 
Letters have been received by James 
T. West, Chief Scout Executive of 
the Boy Scouts of America, in New 
York, from fire chiefs, telling what 
the boys can do to prevent fires, and 
what are the essential things a boy 
should do in ease of a fire. Further- 
more, the fire chiefs say they will be 
glad to give Boy Scouts instructions 
whenever the boys visit fire head- 
quarters. 


The suggestions which the fire 


chiefs make are being compiled care- 
fully 'by George H. Merritt, one of 
the secretaries at the National Head- 
quarters, and it is planned to put in 
the mawial a special chapter on fire- 
fighting. William Guerin, 
Acting 


Chief. Bureau of Fire Prevention, 
New York City, makes many helpful 
suggestions regarding fire prevention. 
He suggests that when the boys build 
a fire they make sure that they will 
not let it spread to adjoining brush- 
es: that they will never leave their 
camp until they have extinguished 
tlieir fires: that they will be careful 
about throwing aside lighted match- 
es. He then makes this sugestion: 
'Have the Boy Scouts send postal 
cards to either the Fire Department 
or the Bureau of Fire 
Prevention 


whenever they find an accumulation 
of papers or rubbish exposed to the 
public view, or any place where it is 
liable to cause or promote fire." 


Charles H. Cole. Fire Commission- 


er, of Bo.=ton. gives these sugges- 
tions in regard to ringing up fire 
alarms: 
' 


"Know the number and location of 


the fire-alarm box nearest your 
house. 


"Be sure that your father, mother 


and the rest of your family know the 
location of the nearest fire station 
and fire alarm box. 


'Go to the nearest fire station find 


learn how to give an alarm. 


"In case of fire, keep cool. Run to 


a box at once and pull the alarm. 
Opening the -door rings the bell, but 
does not give the alarm. After the 
door is opened, pull down the hook 
that you will find inside the 'box. This 
gives the alarm. 


"Stand at the box until the en- 


gines .arrives. _so that you may tell 
the firemen where the fire is. 


" In case of a fire in-your house, 


where you have a 
telephone, 
call 


'Fire Department—Emergency.' Wait 
until the fire-alarm operator comes 
on the wire. He will ask you the 
street and number of vour house and 


Traction 
Company 
March 24. 1912 


AT 
PASSENGER 
West Bound 
55 20 
»1 O» 


6 07 
, •• 8 O7 
•7 09 
*3 0» 


8 07 
4 OT 
t» 04 
t» 04 
10 07 
e 07 
•11 09 
»7 O» 
la or 
• 13 
11 00 
Light face. A.M. .___ .__ ,_ 
•Limited. 
tConnersvllle Dispatch: 
i Starts from Kushville. 
_ 
Additional Trains Arrive: 
From East, 8:00; 11:57. 


From West, 


SERVICE 
.East Bound 
55 55 
• 4B 


JS 50 
*9 SO 
7 20 
« 41 
8 « 
fS OS 
t» OS 
• 41 
10 42 
*T SO 
•11 20 
• 43 
IS 4t 
JO SO 
n so 
12 so 


for delivery "at stations 
carried on all passenger train* 
during the day. 
• Admu ITipngB Oo. operate* 
over our lines. 


West Bound. Lv. 9:40 am ex. Sunday 
East Bound. I.T. 5:45 am ex. Sunday 


WM. FLANNAGAN, AUCTIONEER. 


Assisted by Min- 
er Conner. 
Fan 


sales 
and 
good 


stock a specialty. 
Call or write for 
sale dates at oar 
expense. 


CONNERSVILLE, INDIANA 


VACATION THE 


IS HERE 


The problem of where to get A 


little money to tide you over ia 
worrying you. 
If so, your prob- 


lem is solved. Come to us and we 
will loan you from So to S100 on 
your Furniture, Piano, Team, Fix- 
tures, etc., without removal, and 
only want a reasonable amount of 


^'security to cover our investment. 


We give you from one to twelve 
months to pay it back. You can 
pay weekly, monthly or quarterly 
anyway to suit your income. It 
will cost you nothing to have us 
call and explain rates to you. 


If in need of money, 611 out this 


blank and mail it to us. 


Your Name 


Addresa. 
Richmond Loan Co. 


Colonial Building, Room 2 


Richmond, Ind. 


WANT ADS BRING RESULTS 


Marigold 


WIU CUM Your 


2Sc 
A Box 
23c 


',_ 


Harrfrove & Mollin. 


your telephone number. Don't leave 
the telephone until you have answer- 
ed all his questions. 


"Never pull in a false alarm. Do 


nil in your power to prevent other 
Scouts from pulling in false alarms. 
Just as much damage and just as 
many acidents may occur 
in 
re- 


sponding to alarms of fire." 


Letters also have been received 


from B. F. Dowell, Chief Engineer of 
the Fire Committee of the Executive 
Board of Portland, Ore.: Henry B. 
Yates. Chief Engineer, Bureau of 
Fire, Schenectady, N. Y. 


DR. J. B. KINSINGER 
Osteopathic Physician 


Office in Kramer Building, Rush- 


ville, Ind. 
Outside calls 
answered 


and treatment given in the home. 


Office hours—8:30 to 11:30 a. m.; 


1:30 to 4:30 p. m. 


Phones—Office, 1587;. residence, 


1281, 


^Consultation at office 


There never was at time when peo- 


ple appreciated the real merits of 
Chamberlain's Cough Remedy more 
than now. This is shown by the in- 
crease in sales and.voluntary testi- 
monials from persons who have been 
cured by it If yon or your children 
are troubled with a cough or cold 
give it a*trial and become acquainted 
with its good qualities. For sale by 
All Dealers. 


WANT ADS BRING RESULTS 


EYE EAR 


NOSE AND THROAT 
GLASSES FURNISHED 


GH OUR BAI.iffl UST 


396 
USUTS M 


PATENTS 
••»I*BM».*__ 
- 
__ . 
.— 


We Can 


Morses or Other Securities 


We lime Traveler's Checks. 
We Invite Tour Checking Account. 
We Can Serve Ton in Many Other Ways. 
WE PAT 4% ON TIME CERTIFICATES. 
Farmers Trust Co. 


3% 
2% 


THE DAILY REPUBLICAN 


Cbe Dailp Republican 


Office In Republican Building, Northwest Comer Second and Perkins Streets. 


Catered as second-class matter March 22, 1904, at, the postofflce at Rushville, 


Indiana, under the act of Congress of March 8, 1897. 


Oa* WMk, OcllTcnd by cazrUf.. 
On* year in tlw city by carrier. 
On* year deliTcnd by mall 


10 


Editor. 


MOT 
Vsws Editor. 
o. 
city Editor. 


TELEPHONE NUMBER, 1111. 


Saturday, July 27, 1912. 


That if they cut out flirting by-rfail 


it will not be as hard- on the male *» 
on the female. 


The Real Progressive. 


A 
really "progressive" 
move- 


ment is the 
abandonment of 
the 


Roosevelt third party by many of 
those at first associating themselves 
•Kith it. Xot only is this movement 
progressive, but it is rapidly pro- 
gressive, and the last week lias ae- 
cellcrated it to a point where even 
such a radical Roosevelt organ as 
the Chicago Tribune has been com- 
pelled to recognize the growing ten- 
dency. The Tribune has now put tbe 
burden of proof on tbe colonel, where 
it say*, it rightly belongs, and it in- 
timates rather broadly that be will 
be unable to carry it. 


It is a little surprising that any- 


body should be surprised at this de- 
velopment. It is now just a month 
since the 
Chicago 
convention ad- 


journed, with the colonel sitting tight 
on the great majority of bis dele- 
gates, standing pat on tbe proposi- 
tion that if Taft was not to be de- 
feated by Roosevelt he should not be 
defeated by anybody, and obstruct- 
ing and thwarting all the efforts be- 
ing made by many of his own follow- 
ers to unite forces in the convention 
upon some man whose 
candidacy 


would appeal to add elements in the 
party. In that selfish 
action the 


colonel disclosed the insincerity 
of 


his own original purpose. 
His mo- 


tive was then seen clearly to have 
been, all along, a personal and not a 
party or a public one. He was will- 
ing to split the Republican party and 
risk its defeat, in order to grasp al 
what he believed to be a prospect of 
his own personal success. 


He deluded himself, and for the 


moment, he deluded many others. 
But his action, in the crisis, was of 
that palpable bare-faced quality of 
selfishness which, after the tumult 


nud tbe shouting die, needs but small 
time in which to soak ill to that point 
where the reaction of disappointment 
and disgust is effected in tbe aver- 
age man's consciousness. This soak- 
ing in has been the really progres- 
sive movement in polities during the 
last month. Along- witii the protest 


ainst his attitude in Chicago, has 


arown the conviction that 
plaint of 
there rests 


sonally selected by Governor Wilson, 
went into Illinois in an attempt' to 
reconcile the Sullivan followers, with 
the Harrison-Hearjk faction. 
Mr. 


MeComb, even though armed with the 
word of Governor Wilson, was un- 
able to effect his purpose. The Sul- 
livan crowd and the Harrison-Hearst 
Democrats, will still maintain each 
its separate Democratic 
organiza- 


tion. 


Prior to the Democratic national 


convention it will be remembered how 
ardently Mr. Hearst boosted Champ 
Clark 
for 
President. 
Wilson 


was a very, very 
bitter 
pill for 


Hearst, but he has said he would 
swallow it. However, to date, be has 
not been strong for Wilson. Just 
the other day tbe Hearst 
papers 


came out with a most bitter attack 
on Bryan. This attack went to the 
extent of a double column and was 
continued on the inside. In tbe edi- 
torial the Hearst papers said that 
Thomas F. Ryan of New York was 
preferable to Bryan as an assett for 
the Democratic party. 
The Hearst 


papers said that Ryan's street cars 
at least, got people somewhere, while 
Bryan's oratory was only entertain- 


been 
defrauded 


no stronger 
ground 


than that often heard after 


The Connersville Xe\vs need not 


grow indignant because some Repub- 
lican newspapers clip political news 
from the Indianapolis Xews. Tlic In- 
dianapolis Xews is not :i false pre- 
tender. It has been a consistent en- 
emv o[ Theodore Roosevelt 
during 


conventions. 
In 
fact, lie 
and his i'!'s P"Wif' '"ireer. Tt does not seek 


to appear in a false light. It never 
posed MS a Republican newspaper. 


were favored beyond pre- 


cedent. All of tbe evidence in con- 
tested cases was heard in public, the 
roll call after roll call showed the 
more responsible men in the commit- 
tee among the progressives 
them- 


selves, voting to seat the Taft dele- 
gates. There has been no basis for 
the Roosevelt movement. And there 
should be no surprise that Republi- 
cans of stature who had been count- 
ed upon to support it are now stam- 
peding away from it. 
They have 


heard from the Republicans in town, 
city and country who have reached 
the conclusion that Mr. Roosevelt's 
thunderous attack upon Taft and his 
administration was 
made 
not for 


public ends but only 
to serve an 


insatiable personal ambition. 
Some 


of them have waited long enough to 
find the way the wind blows before 
declaring themselves, but they 
are 


declaring themselves now. The pro- 
gressive movement has been "busted" 
by progressive thinking. 


Compare its position with that of the 
Indianapolis Star, an alleged Repub- 
lican ncwspapei which is supporting 
the worst enemy the Republican par- 
ty bad. And again there are those 
of us who might criticize the Con- 
nersville Xews for 
clipping 
eight 


tainted dispatches from the Indiana- 
polis Star in a day. all written 
to 


satisfy the management of the Star 
in the 
campaign it is 
conducting 


against the Republican party. 
. 


Will Fly Here Next Wednesday 


Eye Troubles 


Brief spells of dizziness, pains 
in the brow and temples come 
from eyestrain. Glasses cor- 
rectly fitted—perhaps just to 
wear while reading, studying, 
sewing, or other close work 
may be all that's required for 
permanent relief. 


Taken in time the constant 


wearing of glasses is avoided. 
Delay means serious eye trou- 
ble later on, expensive and 
painful operation or the loss 
of vision. 


OFFICE HOURS 


• to 12 a. SB. 
1 to 4 p.m. 


Cll Gilbert, M.D. 


Eye «l Ear 


UIN.JHo.iSt. 


Democratic Weakness. 


Our friends across 
the political 


fence are dusting their 
campaign 


roosters and practicing 
shouting. 


Let them remember the many flowery- 
hopes of August that are blasted 'by 
the chill frosts of November. 


The Democrats have had complete 


political control for only two years 
since 1860. When they had the pres- 
idency, the country had for all but 
:wo years a stout 
congressional 


•string tied to it. 


When the nation agrees for a long 


period on one verdict it is safe to 
consider it based on good judgment 
ind practical experience. 


The difference 
between the busi- 


ness prostration of 1893 to 1897, and 
the comparatively 
high prosperity 


since that time 
tells the 
story. 


Nothing causes so much suffering 


to working people as 
incompetent 


management. No weapon in their 
hands can avail agains inefficiency. 
No political policy can bring so much 
disaster to the American working- 
man as management in which busi- 
ness principles are not correctly ap- 
plied to the tariff and finances. 


President Taft. 
' 


This specifies the Court of Cus- 


toms Appeals as an achievement for 
which Republicans may claim credit, 
also 
the corporation tax, which 


brings in million* of revenue each 
year, the strengthening of the inter- 
state commerce, act, a safety appli- 
ance law, an employers' liability law, 
the authorization of a workman's 
compensation commission, the crea- 
tion of the postal 
savings 
banks, 


forward steps in conservation, the 
enforcement of the antitrust law and 
the interstate commerce law, 
with' 


business incidentally learning 
that 


the law is made to toe enforced. 
These and other forward steps are 
all very properly to be accredited to 
the Taft .administration and largely 
to Mr. Taft himself. 


COL. PAUL PECK IN HIS COLUMBIAN BIPLANE. 


tirely, but 
out of the 
Republican 


party," comments the 
Connersville 


News. 


And does the Connersville News 


dare presume that this is not the 
truth! 


We feel deeply obligated to the 


Daily Jacksonian for repipdneinj* in 
full an editorial from Thursday's is- 
sue of the Daily Republican, for it 
enables what few people in Rush 
county that are not reached by the 
Daily Republican to be enlightened 
on a highly important topic. 


The Jacksonian—it might be well, 


for the benefit of our subscribers, to 
explain that the Jacksonian is a 
newspaper published in Rushville— 
should not throw up its 
hands in 


holy horror at the mention of al- 
legiance to party principles. This is 
primarily a government by parties, 
and if there were no Democratic par- 
ty the Jacksonian would have to 
close up shop and quit business. 


Now that Sam Blythe has 
add.ed 


his contribution the campaign liter- 
ature is complete. As a 
political 


prognosticate!1, Mr. Blythe is about 
as good as the weather man is at his 
job. 


Now that we have all our weeds 


cut we are going to begin yelping 
about somebodv else's weeds. 


We feel quite distinguished since 


we have learned that a certain editor 
of a certain newspaper has been 
reading our Colvum. 


We read in the Huntington Herald 


that George E. Sprinkle made a speech 
on roads. Now wouldn't that damp- 
en your spirits? 


The Boston Post asks whether men 


wed quiet girls. It is the only kind 
they are apt to wed voluntarily. 


Notice of Stockholder* Meeting 


Notice is hereby given that the an- 


nual meeting of the stockholders of 
the People's Natural Gas Comptny of 


lush county will be held at the office 
f said company, 305 N. Main street 


i Rushville, Indiana, on 
Monday, 


ugust 5th, 1912, at 1:30 o'clock p. 
i. for the purpose of electing five 
irectors, to serve for the ensuing 
ear, and the 
transaction of such 


ther business as may come before 
he meeting. 


• 
GEORGE W. OSBORNE, 


D-107-113-119 
Secretarv. 


The successful business looks for 


men who have had experience; Dem- 
ocratic politics seeks to get rid of 
that kind on the ground that "they 
have had enough." 


The Indianapolis Star 
said this 


morning it was for Roosevelt .for 
President. What a relief! 


It was a summer evening 
And Casper's work was done, 
And there before his cottage door 
He watched the setting sun. 
[is wife spoke up from her settee 
Go in and swat the flies," said she. 


—Kokomo Tribune. 


Besides it's ' quite 
impossible to 


write and make signs all at the same 
time. 


It grows increasingly evident that 


Governor Wilson, admirable man 
though be is, has not yet displayed 
strong unifying effect within his par- 
ty, says the Huntington Herald. As 
yet he has not been able to effectual- 
ly command. Just this week the new 
Democratic chairman, MeComb, per- 


"The Republican party," Roose- 


velt said yesterday, "now that the 
men in the national Progressive 
movement have left it, is composed 
largely of the bosses and financial 
interests." It is a lamentable fact 
that the desertions have been; in the 
opposite direction. Albert J. Bever- 
idge, of course, doesn't count, as he 
has been out of the Republican party 
for some time. 


* * * * * * * * * * * * * * * 
* 
* 
* 
CDitorialcttes 
* 


* * * * * * + + + + + + + + 


"He (Roosevelt) could have nomi- 


nated any one of a number of pro- 
gressives, why did he refuse to stand 
aside!" asks William^ J. Bryan, ,"J|r. 
BooBevelt not only stepped aside eh- 


A scribe on the Tipton Times is 


observant to say the least. He com- 
plains that every time a girl gets a 
two-dollar pair of silk stockings she 
sitSi-on the porch and displays them. 


The philosopher -who claims thai 


population increases faster than the 
means of subsistence would stop 
worrying if he read the automobile 
and drowning accidents in every 
Monday morning's paper.. ; 


; The Kokomo .Tribune imagines tfiai 


every crook has a bient for etime. 


jOST—a bicycle seat. Finder please 


return to the Fred 
Furniture store. 


A. Caldwell 


117t4 


FOR SALE—New 6 room dwelling 


house with bath, cistern, cellar ant 
electric light. Modern throughout 
Carl V. Nipp, 923 N. Perkins St. 
Rnshville, Ind. 
117t3 


When tired of meat, try Fresh Fish 


at Madden's Restaurant. l2'/zc per 
pound. 
108t26 


WANT ADS BRING RESULTS 


iOST—Door knob on an automobile 


door. Finder please return to 631 
North Main St. 
115t4 


New Bun 


Wiile the new barn is being erected 


[ will be located just back of the old 
>arn and am fully prepared to care 
for all of my customers. 
. 


GEORGE SMALLEY. 


Corner First and Julian St. 113t6 


DONT JOURNEY, JUST TELE- 


PHONE. SAVE YOURSELF LOTS 
OF TROUBLE. SIMPLY CALL US 
ON THE TELEPHONE. 
W£ DE- 


LIVER QUICKLY. LYTLFSDRUG 
STORE. REXALL 
116tf 


6 


% 
Dividends 
00 Savings 


BaUdteg Association No. 10 


Open Saturday from 6 to 8p. m. 
Office at Fsnaen TrwtCo. 


Pickles and Olives 


No picnic lunch is complete without these [excellent, relishes. We carry a 
large assortment of each and can please .you with both quality and price. 


We Have CkmtawiM Tickets For Sal*. Doit Fan to 


Bsiy Before Bef 01* A«g«jst 1st a 
L. L. ALLEN, Grocer 


TOj^^^pK 
Come and Have a Good 


CJl^r 


of this bank hold their time, their experience and their advice 
at the disposal of their patrons. 


Their efforts are directed toward the promotion of the 


fin.TW^J welfare of clients for successful clients mean a 
prosperous bank. 


You are invited to meet the officers of this bank and dis- 


cuss with them the various ways in which they can be of 
service to you. ' 
The Rush County National Bank 


''. 
v: 
Rushville, Indiana 


>;, 
i 
" 


Capital $100,000 
Surplus $100,000 
Resources $700,000.00 


L. LINK, President, 
L. 31 "SEXTON, Cashier, 


W. E. HAVENS, Vice President 
V. R: SPURGEON, Ass't Cashier 


LOCAL NEWS 
UK. ELI SHKLET OBD 


[*-• 


Mr. and Mrs. Harry McMillin have 


moved to the McMillin farm, east of 
Gings. 'for permanent residence. 


John Bussell has given the con- 


tract for a ten room house to .be 
erected at the corner of Tenth and 
Morgan streets, to John Crowley. 


Herbert C. tlint will build a mod- 


ern residence in Perkins street,'just 
north of Eleventh street in the new 
addition, 
tract. 


John Crowley has the con- 


PERSONALPOMTS 


•-—Charles 
Offutt 
has 
returned 


from a vacation trip to Brownsburg. 


j 
—Mrs. Robert M. Innis left yes- 


terday to be at the bedside of her 
! daughter, Mrs. J. Chester Smith of 
,,, 
. 
. Vt<* Uj^.11 LC-I , 
.LU.J.O. 
W. 
vin_.-JH»». 
-Joe Wilkius of CounersvJle vis- Oklahoma city> Oklahoma, 


ited here today. 


—Prof. J. H. Scholl and daughter 


Josephine, visited in Lyons Station 
today. 


—Miss Agatha Breeheiseii return- 


ed this morning from a visit in Cou- 
nersville. 


—Charles Sweet of Raleigh passed 


through here today enroute to Indi- 
anapolis. 


• —Mr. and Mrs. Walter Hnbbard 
and son Ward left today for a trip to 
Milwaukee. 


—Hubert Inuis has returned from 


Greeusburg where he attended the 
Decatur county fair. 


..—Mr..and*Mrs.tSaniuel-: Cohee of 
Mays are visiting Mr."and Mrs. M. T. 
Reeves in Columbus. 


—Joe Miller returned from Mar- 


tinsville yesterday after spending the 
week there as the guest of friends. 


—Mr. and Mrs. J. S. Ricketts of 


New Salem were the guests of Mr 
and Mrs. Ralph Faurote in Conners- 
ville. 


—Mrs. Charles Baker, Mrs. Cora 


Humes and Isabelle Vance left this 
morning for a visit with relatives in 
Shelby county. 


—Miss Gladys Lockhart of Con 


nersville and her guest, Miss Carrie 
Ong of C»hin»bu6j -spent the after- 
•noon here as the guests of Mrs. Roy 
E. Harrold. 


—Mr. and Mrs. Floyd Hogsett and 


son William spent yesterday in New- 
castle as the guests of Mr. and Mrs. 
Clark Stough. 
Their 
daughters, 


Kathelyne and Louise accompanied 
them home after an extended visit in 
Newcastle. 


—The Misses Frances Capp ..and 


lazel Lytle and Posey Denning 'and 
Mbert Capp left 
today 
for New 


ireuton ou a camping tiip. <Mi'S. A. 
?. Walker will act as chaperon. 


Clyde Nebro Wins Third at Marion 


and Frank Lindsay a Second 


at Greensburg. 


GOOD TIME IN 
BOTH RACES 


Republican county chairman, Clata 


Bebont has engaged two rooms over 
the Wolcott drug store for-Republi- 
can headquarters. The headquarter* 
will not be opened before Septembei 
first. ' 
: 


A baby boy was born to Mrs. J 


Chester Smith of 
Oklahoma City 


Oklahoma, formerly Miss Orma Innis 
of this city, Thursday evening, ac 
cording to word which has been re 
ceived here. 


Shelbyville Democrat: Alexander 


Moore and son, William, of Rush 
county, were in this city on legal 
business. The latter is the adminis- 
trator of the estate of his 'brother, 
the late Sheriff, James M. Mo&re. 


. —Shelbyville Democrat: J. W. and 
A. II. Johnson, retired merchants of 
Carthage paid the city a pleasant vis 
it Friday morning, while, cm their \rny 
to the Cave pleasure grounds, where 
they spent the-day. They were for- 
merly iir the furniture, dry goods and 
hardware 
business at 
their home 


town and nre very widely known. 


Mr. and Mrs. Henry Schattner of 


West Fifth 
street have received a 


ernte of 
cherries from 
their son 


Charles Schattner, who is prospering 
as a fruit grower at Coeur d'Alenc 
Idaho, -where, he has been for severa! 
years. 
The Idaho cherries are as 


large as Indiana plums mid they ;ire 
much more delicious than the cher- 
ries crown here. 


Passed Away at Hone Here After 


Brief Hness. 


Mrs. Martha A. Shoekley, 62 years 


old, wife of Eli Shoctley, died this 
morning at 7 :10 o'clock at her home 
in West Second street. The cause of 
death 'was paralysis. Mrs. Shoekley 
suffered a stroke last Thursday and 
liad since been in a serious condi- 
tion. 
Besides her husband she is 


survived by four sons, Charles, John, 
Arthur and Walter, all of this city. 
The funeral sen-ices -will be held to- 
morrow afternoon at 3 o'clock in the 
Salvation Army church conducted by 
Capt. Sparks. Burial will take place 
in East Hill cemetery. 


LOST—guardian's receipt book. Re- 


turn to Laura Joyce, 601 Nortl 
Jackson St., Rushville, Ind. ll"t 


AMUSEMENTS 


The Princess offers a Lnbin drama 


'or the first picture* "tonight. It is 
entitled "A Mexican Romance" and 
:ells a beautiful story. ?'The Yaga- 
bonds" is a Selig drama of adventure 


The Portola has a complete change 


of program tonight. "The Love of 
an Ireland Maid" is a Selig drama. 
The Wooden 
Bowl" is a feature 


Lubin picture. The last is a Vita- 
graph drama "Love in the Ghetto." 
Charles Van Camp will sing a special 
solo. 


SOCIETY NEWS 


The Rev. and Mrs. John M. Bin- 


ford of near Carthage announce the 
engagement and approaching mai-- 
riage of their daughter M. Grace t 
B. Harry Frye of Kewannee, Illinois 


Always Have 
OnHaad 
Marigold 
Salve 


In Case of Cuts, 


ItDrawsandjHeals 


25c 
A Box 
25c 


Hargrove & Mullin 


Clyde Nebro, a Rushville trainer. 


won third money in the 2:15 pace at 
the Grant county fair at Marion yes- 
terday. The purse was three hun- 
dred dollars. Xebro finished in third 
position in" the first two heats, but 
was nosed 'back into fourth place in 
the third heat by Nellie H. 
The first 


and third heats were the 
j fastest.' 


K. K. K. Special 


for cleaning 'white gloves and shoe^s 
At Lytle's Drug Store. 
int. 


WANT ADS BRING RESULTS 


WE GIVE 
GREEN TRADING STAMPS 


A Cool Place to Purchase 


Your Hot Weather Necessities 


BREEZE NO. 1. 
S6.00 and 


S5.00 Ladies' and Misses' All- 
Linen One-Piece Dresses, just in 
and a wonderful bargain, $3.98 


BREEZE NO. 2. Ladies' and 
Misses' Lawn, Gingham, and 
Lingerie Dresses at radical re- 
ductions. 
». 


BREEZE NO. 3. A big as- 
sortment of house dresses that 
are priced very low. 
BREEZE NO. 4. Children's 
Wash Dresses in innumerable 
styles to fit all sizes. 
BREEZE NO.5 Norfolk Coats 
of linene, linen and pique at 
$1.00, $1.25, $1.50. 
BREEZE NO. 6. White Shoes 
and Pumps with White Hose 
to match. 
The Corner 


Store 


Next Wednesday 


Is Red Letter 


Day 


Come to the Premium Parlor on 


' that day and secure- 


One Dollar's Worth 


of Stamps Free 


Farmers' Attention 


Grain Bags and 


Grain Sheets 


In Any Quantity 
Prices Ritfht 


BREEZE NO. 7. 
Beautiful 


parasols in all colors and white, 
featuring the new canopy shape. 


BREEZE NO.S. Toilet water, 
face creams and talcum powder 
of all kinds. 
BREEZE NO. 9. Porch Rugs 
in conventional colors and in 
all sizes. 
BREEZE NO. 10. Fine Porch 
Shades in all widths—natural 
• wood color or green. 
BREEZE NO. 11. Auto Veils, 
hi solid and shaded colors in 
various lengths. 
They look 


good enough to eat. 


BREEZE NO. 12. 
Wood 


Plates, oiled paper napkins and 
supplies for outings and'picnics, 


The Mauzy Co. 


The Daylltfht 


Store 


. 
„ 
Frank Lindsay, another •Rushville 


trainer, was able to win second mon- 
ey with Billy H. at the Decatur coun- 
ty fair at Greensburg Thursday. He 
finished fifth, fourth and third, the 
first three heats, and coming back 
strong the last two heats, won sec- 
ond position both times. The best 
ime of this race, the 2 :13 pace, was 


2:14%. 


PORTOLA 


SOME PUCE TO GO 


"The Love of An 


Ireland Maid" 


(SELIG) 


"The Wooden 


Bowl" 


( L U B I N > 


"Love In the 


Ghetto" 


(VITAGRAPH) 


FRIDAY 
Kahn Orchestra 


* 
AWUBHffl Kk 


WANT ADS BRING RESULTS 


New 


Princess 


W.F. Eulcy Owner and Mgr. 


This is Some Program 
"A Mexican 


Romance" 


C A Dandy Love Story Amid 


Beautiful Scenery 
( L U B I N ) 


"The Vaga- 


bonds" 


A Dramatic Heart Story of a 


Poor Wanderer 
( S E L I G ) 


MONDAY 


John Bunny 


Sc uaaasaa Sc 


RUSH COUNTY 


CHAUTAUQUA 
NINTH 
AUG. 4-11, '12 
SESSION 


Get tickets ar $1.50 from the Guarantors. The Chautauqua Association has no tickets at less than §2.00. See list of guarantors 


STUPENDOUS AVIATION MEET! 


An Attraction of such tremendous magnitude 


that you can not afford to miss it. 


Fair Grounds, One Day, Rain or Shine 


WEDNESDAY, JULY 31st. 


COLONEL PAUL PECK, the king of aviators holder of the 
duration record of America, \vill positively give two flights 
in his Columbia Biplane. 


EXTRA" AKball [dome will be played between the New Castle Maxwell Brisco Base Bail 
Tean^aad the Fast BushvlHe Team. 


Men's 


Children 


V 


By 


fieraltfine Bcnoer 


MsrefTaeMaBea'" 
••Tsainiaj Taaak.'* etc. 


UlawfratioM ky 
i Dosn. J. Lmvlm 


The habit or dicing with her own: 


people on Sunday had been one she 
had never abandoned, even in the first 
aspiring days of her marriage. It was' 
a eort of family reunion and at first 
Dominick bad been a not unwilling 
participant in its domestic festivities. 
,The solid bourgeois respectability of 
his wife's relations appealed to him. 
For all his advantages in money and 
.education he was of the same class 
himself, and while Berny was, if not a' 
beloved spouse, a yet endurable one, 
he had found the Sunday gatherings, 
and subsequent hejira to the park not | 
entirely objectionable. For over a year 
now he had escaped from it, pleading • 
the need of open air and exercise, and; 
his sisters-in-law, who had at first pro-, 
tested, had grown used to his absence { 
and accepted it as something to bear | 
•uncomplainingly. 
j 


The day was so fine that they hur- 


ried through their dinner, a hearty \ 
and lavish meal, the chef d'oeuvre of 
Hannah's housekeeping, and, loath to ' 
lose a moment of the sunshine, deter-' 
mined to walk down to Van Ness ave-' 
nue and there catch an outgoing car 
to the park. It was the middle of the j 
afternoon and the great thoroughfare 
lay still and idle in the slanting light. | 
There was something foreign, almost) 
tropical in its vista, in the scene that 
hung like a. drop curtain at the limit' 
of sight—pale blue hills dotted with ] 
ochre-colored houses—in 
ihe back- 


ground of sky deep in tint, the foliage 
dark against it as if printed upon its 
intense glaring blue, in the sharp lines 
of palms and spiky leaves crossing 
stuccoed walls. 
The people that, 


moved slowly along the sidewalks fit-' 
ted' into this high-colored exotic set- i 
ting. There was no hurry or crowding 
among them. They progressed with 
an un-American deliberation, tasting 
the delicate sweetness of the air, re-; 
joicing in the sky and the sun, paus-' 
ing to look at the dark bushiness of a 
dracaena against a wash of blue, the 
skeleton blossom of a Century plant, j 
the pool of thick scarlet made by a ' 
parterre of geranium. 
j 


The 
three 
sisters—Hannah 
and 
• 


Pearl leading, Berny and Hazel walk- j 
ing behind with Josh—fared buoyant-j 
ly down the street. As they passed, | 
they commented on the houses and 
their inmates. They had plenty of 
stories of the dwellers in those solemn 
palaces, many of whom were people 
whose liumble beginnings they knew 
by heart, and whose rapid rise had 
been watched almost awe-stricken by 
an admiring and envious community. 


As the Ryan house loomed into view 


their chatter ceased and their ej'es, j 
serious with staring attention, were 
fixed on the mansion which had so 
stubbornly closed its doors o_n one of 
them. Sensations of varying degrees 
of animosity stirred in each of thorn. 
except the child, still too young to be 
tainted by the corroding sense of 
worldly injustice. .She skipped along 
sidewise, her warm, soft hand clasped 
in her Aunt Hannah's decently-gloved 
palm. Some wave or vibration of the 
intense feelings of her elders passed 
to her, and as they drew nearer the 
house she, too, began to grow grave, 
and her skipping quieted down into a 
sober walk. 


"That's Uncle Dominick's house, 


isn't it?" she said to Hannah. 


Hannah nodded. By far the most 


amiable and wide-minded of the sis- 


RushvBle Women Are Finding Relief 


at Last. 
- 
• 


It does seem that women have more 


than a fair share of the aches and 
pains that afflict 
humanity; they 


must "keep "up," must attend to du- 
ties in spite of 
constantly 
aching 


backs, or headaches, dizzy spells, 
bearing .down pains; 
they 
must 


stoop and to stoop means torture. 
They must walk and bend and work 
with racking pains and many aches 
from kidney ills. Sick kidneys cause 
more suffering than^ any other organ 
of the body. Keep the kidneys well 
and much suffering is saved. Bead 
of a remedy for kidneys only that is 
endorsed by people you know. " 


Mrs. 
William Merrill, 332 W. 


Fourth, street, Rushville, Ind., says: 
"For'some time I suffered 
from a 


weak and painful back and I was al- 
so subject to headaches. I had but 
little energy and the simplest of my 
household duties was a burden. My 
husband finally procured Doan's Kid- 
ney Pills for me at F. B. Johnson & 
Co.'s Drug Store and since taking 
them, my condition has been better in 
every way. I am grateful to Doan's 
Kidney Pills for their work." 


For sale "by all dealers. Price 50 


cents. Foster-Milburn Co., Buffalo, 
New York, sole agents for the United 
States. 
: . 


Remember the name—Doan's—and 


take no other. - 


iers, sne coum not rise above the 
sense of rankling indignation that she 
felt against the Ryans for their treat- 
ment of Berny. 


"That's the biggest house in San 


Francisco," said Pearl over her shoul- 
der to her parents. "Ain't it, Popper?" 


"I guess it is," answered Josh, giv- 


ing his head a confirmatory wag, "and 
even if it ain't, it's big enough, the 
Lord knows!" 


"I can't see what a private family 


•wants with all that room," said Han- 
nah with a condemnatory air. "There 
must be whole sootes of rooms on that 
upper floor that nobody lives in." 


"Don't you fret 
They're all occu- 


pied," said Berny. "Each one of them 
has their own particular soote. Cornie 
has three rooms all of her own, and 
even the housekeeper has a private 
bath!" 


"And 
there's twelve indoor serv- 


ants," said Hazel. "They want a lot 
of space for them. Twelve servants, 
just think of it!" 


"Twelve servants!" ejaculated Han- 


nah almost with a groan. "Well, that 
don't seem to me right." 


They were close to the house now 


and silence fell on them, as though 
the antagonism of its owners was ex- 
haled upon them from the mansion's 
aggressive bulk, like an 
unspoken 


curse. They felt overawed, and at the 
same time prouO. that one of their 
number should have even the most 
distant affiliations with a family tou 
exclusive to know her. The women 
•with their more responsive and sensi- 
tive natures /elt it more delicately 
than Josh, who blunderingly expressed 
one of the thoughts of the moment by 
remarking: 


"Some day you'll live in there, Ber- j 


ny, and boss the twelve servants." 
| 


He Stood on the Top Step for a Mus- 


ing Moment. 


To~go there had oeen one" of the great 
diversions of her girlhood. She loved 
to look at this holiday gathering of all 
tree*, among which her own class waa 
largely represented. The outdoor am- 
phitheater of filled benches was to her 
what the ball-room and the glittering 
horseshoe at the opera are to the wom- 
an of society. She saw many old 
friends among the throng, girls who 
had been contemporaries of hers when 
she bad first "gone to work," and had 
long since married in their own world 
and now dragged children by the hand. 
She looked them over with an almost 
passionate curiosity, discomfitted to 
see the fresh youth of some, 'and 
pleased to note that others looked 
weighed down with maternal cares. 
'Berny regarded women who had chil- 
dren as fools, and the children grouped 
about these mothers of her own age— 
three and four sometimes, with the 
husband carrying a baby—were to her 
only annoying, burdensome creatures 
that made the party seem a little ri- 
diculous, and had not half the im- 
pressiveness or style of her elegant 
costume and lilac frills. 


The magnificent 
afternoon had 


brought out a throng of people. Every 
seat in the Jjnej of ben.c.h*a was W 
anjj foot passengers kept constantly 
coming up, standing for a few meas- 
ures, and then moving on. They were 
of all kinds. The beauty of the day 
had even tempted the more fashion- 
able element out, and the two sisters 
saw many elegantly-dressed ladies of 
the sort on whom Hazel fitted hats all 
day, and that evoked in Berny a deep 
and respectable curiosity. Both wom- 
en, sitting high in their chairs, craned 
their necks this way and that, spying 
through breaks in the crowd, and fol- 
lowing attractive figures with dodging 
movements of their heads. When 
either one saw anything she liked or 
thought interesting she laid a hand on 
the other's knee, giving it a slight dig, 
and designated the object of her at- 
tention in a few broken words, de- 
tached and disconnected like notes 
for a sentence. 


They were thus engaged when Ha- 


zel saw Dominick and, rising, hailed 
him with a beckoning hand. He made 
his way toward them, moving delib- 
erately, once or twice pausing to greet 
acquaintances. 
He was taller than 


any man in the surrounding throng 
and Berny, watching him, felt a sense 
of proprietary pride swelling in , her 
when she noted his superiority. The 


had begun life as the general servant 
"Rats!" said Berny. giving her head j™ mTn^^^Vn^u ~ he SoM 
i 
OT-im*iT +*-*c-o 
"TA 
TntVifir* 
llirrt l« T« ir I 
° ""-••-^-i 
J-*>- »w««5u. 
as if his forebears might have been 
the flower of the nation. He wore a 
loose-fitting suit of gray tweed, a wide, 


j waist a belt, of yellow leather. His rnl- 


FEVER ILLS - 
QUICKLY RELIEVED 


EA WILL 
(B THE US 


Restore Faded arid Gray-Hair 


to Natural Color—Dandruff 


, 
Quickly Removed, 


There is nothing new about the idea of 


nsing Sage for restoring the color of the! 
hair. Our grandmothers kept their hair 
dark, glossy and abundant by the use of j 
a simple ' 'Sage Tea,'' Whenever their 
bair fell out or took on a dull, faded or 
streaked appearance, they made a brew 
of Sage leaves, and applied it to their 
hair witb wonderfully beneficial effect. 


Nowadays we don't have, to resort to, 
tie old-time tiresome methoApf gather- 
ing the herbs and making the tea. This 
is done by skillful chemists better than 
we could do it ourselves; and all we 
have to do is to call for the ready-made 
product, Wyeth's Sage and Sulphur 
Hair Remedy, containing Sage in the 
proper strength, with the addition of 
Sulphur, another old-time scalp remedy. 


This preparation gives youthful color 
and beauty to the hair, and is one of 
-the best remedies you can use for dan-. 
druff, dry, feverish, itching scalp, and 
falling hair. Get a fifty cent bottle 
from your druggist today, and von trill 
be surprised at the quick results. All 
druggists sell it, unaer guarantee that 
the money will be refunded if the 
remedy is not exactly as represented. 
Special Sgents, Hargrove and Mullin, 


an angry toss. "I'd rather live in my 
flat and boss Sing." 


Josh's whistle of facetious incredul- 


ity died away incomplete, for at that 
momnnt the hall door opened and a 
portly masculine shape emerged upon 
the porch. Berny, at the first glance, j< "^^^ 
•was not sure of its identity, but her ' HAY 
doubts were dispelled by her brother- i 
in-law's quick sentence, delivered on 
the rise of a surprised breath. 
: 
- 
----- 


••Bin cannon, by gum! what's he With a Cleansing, Healing Antiseptic 


doing there?" 
, 
Cream, Stops Sneezing 
This name, as powerful , to conjure 


•with in the city as in the 
mining- 


camps, cast its instantaneous spell up- 
on the" sisters, who stared avid-eyed 
upon the great man. He for his part 
seemed oblivious to their glances and 
to their presence. He stood on the 
top step for a musing moment, looking 


' 


Many people suppose there i.s no 


cure for Hay Fever, and think, once 
fine -has had an attack, 
they must 


suffer every .summer " from 
haying 


time until frost comes. Some of the 


cooler 


climate, but thousands 
suffer 
tat 


down with that sort of filmy fixity of 
gaze which is noticeable in the glance more f o rtunnte seek relief in 
of the resting eagle. His appearance 
was a last crowning touch to 
the . 


proud, unapproachable distinction of home, ami often make their condition 
the Ryans. 
worse by using strong snuffs, pow- 


"Don't he look as if he was think- flers and sprays. 


ing?" said Hazel in a whisper. 
"I • m 
• 
i 
c 
i • 


wonder what's on his mind." 
! 
rhere 15 no nec(1 of >'ollr bein=' " 


"Probably that Monday's pay-day ,vlchm of tln3 disease any longer, and 


and he don't know whether he can yon don't have to run away to es- 
scrateh through," said the jocose Josh. : cape it either. Just set a fiftv cent 
Berny did not say anything. 
She •,,„(.,.„ 
e VT 
> r 
*~ r> i 
1 
felt the interest in Cannon that she ^ b°«le of Ely s Cream Balm, place a 
did in all conquering, successful peo-i""'6 ln tlle nostrils, draw the pleas- 
pie, and in her heart it gave her a ! ant. aromatic fumes back" into the 
sense of added importance to think 'head, and see how quickly yon will 
that the family she had married into I 
t 1.e]jef 
' 


and -who refused to know her •was oh | = 
friendly terms with the Bonanza King. \ 
If opens up the air passages- al-" 


A half-hour later thev had found '. most instantly, stops the 
sneezing 
seats in front of the band stand in tne|runni 
at the 
fl. 
. 


park, and, settling themselves with a ' 
,. 
. . 
, 
>. ci'"o- 


great rustling and preening of plum- Furthermore, it doesn't simply give 
age, prepared to enjoy the music. Han- 
nah and. Pearl -were given two chairs 


you temporary relief, but it heals and 


at the end of a row, and Hazel and 11; 
Berny, with .Josh as escort, secured 
four on the line immediately behind. 
Dominick had not yet appeared, so the 
sicters spread their skirts over a va- 
cant seat between them,-and Berny, in 
the intervals of inspecting the people 
£ round her, sent exploring glances 
about for the tall figure of her hus- 
band. 


strengthens the sensitive membrane 


She was very fond of the park and 


hand stand on such Sunday afternoons. 


g of the nose and throat, and re- 


stores it to normal, healthy condition, 
thus protecting you against a return 
of the trouble. 


All druggists sell and recommend 


it. Get a bottle today. If yon are not 
satisfied after fair Trial, your drug- 
gist will give you hack every cent 
you paid for it. 


beowVatrength of hia throat, and 


otfniftinJK hl» hat in a paialng saluta- 
tion, his head with tta cropped curly 
hair, the ears growing close, against 
it, showed golden brown In the sun- 
light 


With a phrase of greeting he Joined 


them, and then as they swept their 
skirts off the chair'they had been hid- 
ing, slipped in front of Berny. and sat 
down., Hazel began to talk.to him. 
Her conversation was of a rallying. 
Joking sort, at -which she was quite 
proficient. Berny heard him laugh and 
knew by the tone of his voice that he 
was pretending a*nd was not really 
amused.' She had nothing particular 
to say to him, feeling that she accom- 
plished enough in inducing him to Join 
them, and, sitting forward on the edge 
of her chair,,continued to watch the 
people.' A blonde coiffure some rows 
in front caught her eye and she was 
studying its intricacies through the in- 
terstices that came and vent between 
the moving heads, when the sudden 
emergence into view of an unusually 
striking female figure diverted her at- 
tention. 
The woman had come up 


from behind and, temporarily stopped 
by the crowd, had come to a standstill 
a few rows in front of where the sis; 
ters sat. 
She was accompanied by 


a young man dressed in the Sunday 
dignity of frock-coat and silk hat. As 
he turned to survey tfce lines of filled 
chairs, Berny saw that he had a pale 
skin, a small black mustache, and dark 
eyes, •' 


But her interest in him was of the 


slightest. Her attention was immedi- 
ately riveted upon the woman, who be- 
came the object of a glance which in- 
spected her .with a piercing eagerness 
from her hat to the hem of her skirt. 
Berny could not see her face, but her 
habiliments were of the latest mode 
and of an unusual and subdued ele- 
sance which bespoke an origin in a 
more sophisticated center than San 
Francisco. Berny, all agog with curi- 
osity, stared at the lady's back, not- 
ing not only her clothes but a certain 
carelessness in the way they were put 
an. Her hat was not quite straight. 
The comb, which crossed the back of 
her head and kept her hair smooth, 
was crooked, and blonde wisps hung 
from it over her collar. The hand that 
held up her skirt in a loose perfunc- 
tory manner, as though these rich en- 
casings were possessions of no mo- 
ment, was covered by a not particular- 
ly white glove. 


Such unconsciousness added the dis- 


tinction of indifference to the already 
marked figure. Berny wondered more 
than ever who it was and longed to 
see the averted face. She was about 
to lean across Dominick and attract 
Hazel's attention by a poking finger 
directed against her k»ee, when the 
woman, with a word to her companion, 
moved her head and let a slow glance 
sweep over the rows of faces. 


"Hazel." Berny hissed across Domi- 


nick, "look at that girl. Who is she?" 


She did not divert her eyes from the 


woman's face, which she now saw in 
profile. It was pretty, she thought, 
more from a rich, unmingled purity 
of coloring than from any particular 
beauty of feature. The head with its 
gravely-traveling glance continued to 
turn till Berny had the satisfaction of 
seeing the face in three-quarters. A 
moment later the moving eyes lighted 
indifferently, 
bruskly, as 
though 


Checked by the imperative'stoppage of 
regulating machinery. 


Only a 
person watching closely 


would have noticed it, but Berny was 
watching with the most vigilant close- 
ness. She saw the infusion of a new 
and keener interest transform 
the 


glance, concentrate its lazy, diffused 
attention into something that had the 
sharpness and suddenness of a leap- 
Ing flame. The next moment a flood 
of color rose clearly ( pink over the 
face, and then, most surprising of all, 
the lady bent her head in a grave, de- 
liberate bow. 


^erny turned, startled—and In a 


vague, undefined way, disturbed, too— 
to see who had been the object of this 
salutation. 
To her astonishment it 


was Dominick. As she looked at him, 
he replaced his hat and she saw—to 
the augmentation of that vague sense 
of disturbance—that he was as pale r.s 
the bowing.woman was pink. 


"Dominick," she exclaimed, "who's 
that?" 


"Miss Cannon," he said in a low 


tone. 


"Rose Cannon?" hissed Hazel on the 


other side of him, her face thrust for 


exhilarated; "maybe it tU" 


She looked back at Miss Cauoa 


who had, turned away and waa nor* 
Ing off through the crowd with her es- 
cort. Then she leaned toward Demi- 
nick. His voice had not Bounded nat- 
ural; as she placed her arm against 
his she could feel that be trembled. 


She said nothing but settled" back: 


in her chair, dryly swallowing. ^In 
those few past moments her whole 
world had undergone a revolution that 
left her feeling dazed and a little sick. 
It was at it the earth had suddenly 
whirled around and she had come np 
panting and clutching among familiar 
things reversed and upset. In an in- 
stantaneous flash of illumination she 
saw everything—the look in the wom- 
an's eyes, her rush of color, Dominick's 
voice, his expression, the trembling 
of his arm—It was all perfectly plain! 
This was the girl he had been shot in 
Antelope with for three weeks. Now 
she knew what the change was, the in- 
explicable, mysterious change that 
had so puzzled her. 
: 


She felt bewildered, and under her 


bewilderment a pain, a fierce, unfa- 
miliar pain, gripped her. She did 
not for the moment say anything or 
want to speak, and she felt as a child 
does who is dazed and stupefied by an 
unexpected assault of ill treatment. 
The slight sensation of inward sink- 
ing, that made her feel a little sick, 
continued and she sat in a chilled and 
drooping silence, all her bridling con- 
ceit in herself and her fine clothes 
stricken suddenly out of her. 


She heard Hazel asking Dominick 


questions about Miss Cannon, and she 
heard Dominick's answers, brief and 
given with a 
reticent 
doggedness. 


Then Hazel asked him for the time 
and- she was conscious of his elbow 
pressing against her arm as he felt 
for his watch. As he drew it out and 
held it toward the questioner, Berny 
suddenly leaned forward, and, catch- 
Ing his hand with the watch in it, 
turned its face toward her. The hand 
beneath hers was cold, and shook. She 
let it go and again sank back in her 


•xtier It ae'tt roDed flonrart. 


Ther* waa * single figure ta It—* 
•«pnn Hill u rnulil see her bead oner 
th« lowered hood, aad UM little para- 
sol ah* held, whit* with a black lac* 
cover antf having* Joint in the handle. 
Her eyes followed this receding head, 
moving so evenly against the back- 
ground of trees. It soared along with- 
out sinking or rising, with the even, 
forward: flight of-'a bird, passed Han- 
nah and Josh and Hazel, turning to 
drop on them quick looks, which 
seemed, from its elevated position and 
the shortness of the inspection, to 
have something of disdain In them. ~ 


As the carriage drew near Dominick. 


who 'walked at the head of the line 
with Pearl by the hand, Berny saw the 
head move, lean forward, and then, as 
the vehicle overhauled and .passed 
the young man, (urn at right angles 
and bow to him. The wheel almost 
brushed his shoulder. He drew back 
from it with a start and lifted his hat. 
Hazel, who waa walking just in front 
of Berny, turned and projecting her 
Ups so that they stood out from her 
face in a red circle, hissed through 
them: 


"Old Lady Ryan!" and then in a 


slightly louder key: 
"You take a hatchet and 111 take a 


saw, 


And well cut off the head of mjj 


mother-in-law." 


To b* Conttniwd. 


A Card 


This is to certify, that Foley's 


Honey and Tar Compound does net 
contain any opiates, any habit form- 
ing drugs, or any ingredients that 
could possibly harm its users. On 
the contrary, its great healing and 
soothing qualities make it 
a real 


remedy for coughs, colds aad irrita- 
tions of the throat, chest and Inngs. 
The genuine is a yellow package. Ask 
for Foley's Honey and Tar Compound 


chair. The feeling of sickness grew • and accept no substitute. F. B. John- 
stronger and was augmented by a ! 8on , 
- 


sense of physical feebleness, of being 
tremulous and cold deep down in her 
bones. 


Hazel rose to her feet, shaking her 


skirts into place. 
| 


"Let's go on'," she said, "it's getting ; 


chilly. Come along, Josh. I suppose i 
if you were let alone, you'd sit here 
till sundown listening to the music in 
a trance." 


Dominick and Josh rose and there 


was an adjusting and putting-on of 
wraps. Berny still sat motionless, her 


j hands, stiff in their tight gloves, lying 
! open on her lap. 


I 
"Come along, Berny," said Hazel. 


I "It's too cold to sit here any longer. 


i Why, how funny you look, all pale 


I and shriveled up! You're as bad as 
Josh. You and he ought to have mar- 
ried each other. You'd have been a 
prize couple." 


Josh laughed loudly at this sally, 


leaning round the figure of his wife to 
present his foolish, good-humored face, 
!creased with a grin, to Berny. 
, 


"Are you willing, Berny?" he cried t 
jgaily. "I can get a divorce whenever' 
iyou say. It,will be dead easy; brutal 
'and inhuman treatment. Just say the 
'word!" 
I 
"There'll be brutal and 
inhuman 


treatment if you don't move on and 


i stop blocking the way, Josh McCrae," 
| said Hazel severely. "I want to go out 
that side and there you are right in 
the path, trying to be funny." 
i 


The cheerful Josh, still laughing, 


turned and moved onward between the 
seats, the others. following him. The 
mass of the crowd was not yet leav- 
ing, and as the little group moved for- 
ward in a straggling line toward the 
flrive, {be exciting opening of the Wil- 
liam Tell Overture boomed out from 
the sounding board. It was a favor- 
ite piece, and they left lingeringly, Ha- 
zel and Josh particularly fascinated, 
with heads turned and ears trained on 
the band. Josh's hand, passed through 
his wife's arm, affectionately pressed 
her against his side, for despite the 
sharpness of their recriminations they 
were the most loving of couples. 


Berny was the last of the line. In 


the flurry of departure her silence had 
passed unnoticed, and that she should 
thus lag at the tail of the procession 
was not in any way remarkable, as,: 
at the best of times, she was not much 
of a walker and in her high-heeled 
Sunday shoes her progress was always 
deliberate. 


Looking ahead of her, she saw the 


landscape still as a picture under the 
slanting, lurid sunlight. It seemed to 
be painted with unnaturally glaring 
tints, to be soaked in color. The graas, 
crossed with long shadows, was of the 
greenness of an aniline dye. The 
massed foliage of tree groups showed 
a melting richness of shades, no one 
clearly defined, all fused in a .thick, 
opaque luscionsness of greens. The alt 


OIDNT WANT TO BE HARSH 


Berny Turned, Startled.- 


ward, and tense In the Interest of the 
moment, "Bill Cannon's daughter?" 


"Yes. I met her at Antelope." 
"Berny, did yon see her drear Ha- 


zel hung over her brother-in-law in her 
excitement. "That's, straight tram 
Paris. I'll bet you a dollar." 


Merchant Simply Had Idea of Doing 


a Good Turn to the Young 


Lady Typist. 


"An old customer of mine from the 


Interior of the state came to town 
a few days ago," said a Philadelphia 
wholesaler, "and after leaving his 


, order for the goods he asked the priv- 
ilege of sitting down to my desk to 
write a letter. I took him to one of 
the typists and told her to get his let- 
ter up in good shape, and the two 
worked over it for half an hour. Then 
the man came back to me with his let- 
ter in his hand and said: 


"•Mr. Blank, this typewriting busi- 


ness ia a great thing.' 
"'Yes.' 
" 'And that's a fine girl who did the 


work for me.' 


"'Yes!' 
"'She made her fingers go like 


lightning.' 


'"Yes, she is very speedy.' 
" 'Seemed to be perfectly willing to' 


oblige.' 
" 'Yes.' 
"'A very nice girl, indeed, and I 


hope that she'll get on. In fact, I 
want to put in a word for her.' 


" 'That's kind of you. What is it? 
"'Tell her,' he said, as he glanced 


over his shoulder, 'that if she'll pay a 
little more attention to her spelling 
she'll come out at the top of the heap. 
Tell her in a way not to hurt her 
feelings? 


" 'But what words has she spelled 


wrong?' 


"'He held out the letter and point- 


ed to a word and whispered: 


"'The young lady got one "f" too 


many in the word, but tell her aa 
gently as possible.' 


"The word was 'coffee.'" 


SHOULD THE WOMAN PROPOSE 


Question That Seemingly May Be Re- 


lied On to Get an Argument 


at Any Time. 


Ever since this conundrum was put 


to me, I have been'submitting it to, 
everybody I met. 
There has been 


extraordinary diversity in the answers. 
They have run from a shocked "No! 
No! No!" through a hesitating, "Well. 
I'don't see why—and yet I could never 
do it myself," to a decided, "Yes, 
certainly! Why not?" 


One woman said: 
"Tinder no dr- 


, enmstances. Nothing ever Justifies us 
in forgetting our Womanliness."/ An- 
other: "Yes. indeed. In fact, I pro- 
posed to my husband. I saw tbat he 


tarnishing blnr on the crystalline clar- 
ity of the scene. The sun injected 
these dust films with gold, and they 
settled slowly, <as if It made them 
heavy, like ground-up particles ol 
metal 


Yet, to Bemy, this hectic prospect 


looked gray; all color seemed racked 
from it 
It appeared pal* and alien,, 


its comfortable Intimacy gone; She 
was l^ke a stranger walking in a 
strange place, a forlorn, remote land, 
where she felt miserable and home- 
sick. The sense of being daaed was 
passing from her. Walking forward 
with 'short, careful steps, she was 
slowly coining to the meaning; of her 
discovery—adjusting herself to it, 
realizing its significance; She had an 
uncomfortable sensation of not being 
able to control the muscles round her 
month, so that, it spoken to she-woold 
turn had dlfflcuHr in ' 


was motionless and very clear. Where [ was in love with me,' hot that he 
a passing carriage stirred the dust' thought that we could not afford to be. 
the powdery cloud rose, spreading a, married. I»knew that we could, and 


so I proposed to him." Another: "Of 
coarse women should propose. They 
are much better Judges of character 
than men. mom intuitive and spirit- 
ual." Another: "If women proposed, 
there would be fewer unhappy mar* 
riages. As things are, men can chooaa 
from their entires* of women. Wo» 
en can choose only from thOM who 
propose to them; K women proposed 
more of them would many the ana 
they really wanted to many." An- 
other: "I think the on* should pro- 
pose who could do H th* moat arUat- 
«Hy." (Not*—She was a young girl 
writer, and I am afraid coastderattOM 
of literary effects guided her eonch* 
•Ions.)—Harper's Basar. 


answering, jf^ WAJCT AM BRING RESULTS 
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SCHRICHTE 


THE DAILY REPUBLICAN. 
PAGE SEVER 


THE MADDEN BROTHERS CO. 


MACHINISTS 


REPAIR WORK IS OUR SPECIALTY 


Have your old Machinery repaired and made good as new. Steam 


and Gas Engine Repairing a Specialty. Call and see our St. Mary's 
Semi-Automatic Gas and Gasoline Engines before yon bay. 
2%, 4 


and 7 horse power. BUILT IW HARD SERVICE ON THE FARM. 


We Grind and Sharpen lawn Mowers, Mowers, Sickles, 


Rcw Points, Carter Knives, Etc. 


Phone 1632. 
517 to 519 West Second Street. 


DAILY MARKETS 


Indianapolis Grain and Livestock. 
Wheat—Wagon, 99c; No. .2 red, 


$1.00. Core—Xo. 3, S0%c. Oats—Xo. 
2 white, oiUc. Hay—Baled, $10.00 @ 
14.00; timothy, $19.00@21.00; mixed, 
$20.00 @ 23JO"0. 
Cattle— $3.00£j! 9:25. 


Hogs—$5.00(a'S.40. Sheep—$3.00(gT4.00. 
Lambs—$5.Wjg 7.00. 
Tteceipts—G.OOC 


hogs; 1,200 rattle; 90G--sheep. 


At Cincinnati. 


Wheat—Xo. 2 red, $1.08. Corn—Xo. 


•2, 75%c. Dais—No. 2, "55c. Cattle— 
•$4.00@8.30. Hogs—$5.8ff@8.40. Sheep 


$1.25 ©3.75. Lambs—-?3.00@7_50. 


*t Chicago. 


Wheat—Xo. "2 red, fi.OO. 
Corn— 


'No. :!, 74c. 
Oats—Xo. -2, 4Sc. 
Cat- 


•tle—Steers. $4:00@9.73; -stackers an 
feeders, $-i.20@li.SG. Hogs—$5.50@S.10. 
•Sheep— ?4.~iO@i.'TO. 
-'LiEiabs—$4 00 f? 


:7.50. 


At St. Louis. 


Wheat—Xo. " red, $l.t<3. 
Corn 


•No. ~2, 75c. 
Oats—No. •£, 45c. 
Cat- 


•tle—Steers, $;.t>0@9.75. 
Hogs—:$5.25 


.'©S:2u. Sheep—?:!.50@5.'03. Lambs— 
«$4~5<<i7.50. 


The .local elevators are pa-jang 


the 
following 
prices for 
grain 


todajvJcly 27, 1912^ 
Wheat 
_ 
:S5c 


Oats 
26c to _28e 


Com 
<;5e 


Timothy Seed 
$3.00 


Clover •Sted 


The following arc lie ruling prices 


•of the Rushville market, corrected -to 
date—Job- 28. 1912: 


POTJLTE?. 


Geese 
Za 


d^Turkeys 
'. 
10C 


Spring CtSckens 
ICc 


Hens on ,£:>ot per pound 
10e 


Sucks . 
7e 


PRODUCE 


Etrgs . 
Butter 
ir<s 


Want Ad Department 


Advertisements under «hls .fatad are 
•charged for ft the rate «f one-third cent 
&tr word 'for each Insertion. The same 
Ad will be placed In the Indianapolis 
Star and Dally Republican at -the com- 
*lnea rate of one cent per •word. •Found 
tUtlcles of small value will be advertised 
tree of charge. 


FOR SALE—Best Michigan Ealt, 


$1.30 per barrel. C. W. Hiirkle & 
Co. 


FOR RENT—a good 6 room house on 


good staset. Koderate rent. Ap- 
ply to Dr. C. H. .Gilbert, 331 North 
Main street. 
83tf 


FOR SALE—Jersey Cow with heifer 


Calf at hear side. 
Bert 
Ormee. 


Phone 1289. 
Rushville. 
105tf 


B. F. MILLER—makes Carm loans on 


terms that look very good to-the 
borrower. • 
HOtf 


ELECTRIC PANS—at reduced prices 


for the next ten days. Paul Offutt. 
Phone 3264. 
I07t6 


FIGURING PADS—For the desk and 


counter, 4^x7, for sale at the CP- 
piiblfcan office at 5c. per pound. 
...A........... 
„ 


OLD PAPERS—Nice 
clean 
news- 


papers—5 cents a large bcndle at 
The Daily Republican office. 
tf 


WEIGH BLANKS—in 
book fora 


neatly, bound. For sale at the Re- 
publican Office. 
tf 


SCRATCH PADS—4i/2x7, for sale 


at the Republican office at 0-2. per 
pound. Convenient and chfrap for 
figuring and memorandums. 


FOE BENT—1 -furnished reom an 


meals. 927 Nerth Perkins. 
22t 


COUCK—a soft-couch' witii heat 


whie'h.«an 'be -raised or 'ioweret 
for srile rat a sacrifice. 
CstU on 


Fendner sit the 'Republican 
office 


K2tf 


FOR RENT—house of 6 rooms with 


bath. 
Newly decoeated. 
Secon 


house east .of Main on 
Seventh 


Call Mrs. H. T. Carr. Phone 1564 


93tf 


FOR SALE—Fresh Jersey Cow. A 


good one. 
Call A. N. Williams 


Arlington Phon«. 
H0t6 


BRISK CONTEST 


"-.. -•••? a 
- '••'• z 


NOW 


MAKY SEEK TO HEAD TICKET 


FOR SALE—Several 42 pitee sets 


of dishes at $2.00. These dishes 
are decorated with wild roses ant 
gold bands and are offered at this 
price only because they were re- 
pleviised by a wholesale firm that 
desires to dispose of them at once. 
See them at Stevens & Carson's 
office, Roshvflle, Ind. 
113t6wt2 


WANTED—a man to canvass Rush 


county for the Simplest Cream Sep- 
arator made. Big commission for 
the right man. 
Write or call on 


Fred A. Amann, 717 Terminal BIdg. 
Indianapolis. 
' 
10416 


WANTED—to buy 60 to 80 acres of 


land. Call phone 1150. 
107tf 


WANTED—a girl for housework. 2 in 


family. 232 East Third St. 114t3 


FOR SALE—Lagonda piano in good 


condition. 
Will sell cheap. ' In- 


qnire 423West Rrst street. 


FODND-a black rosary, wiO, word 


"Mother" on cross. Owner may 
have same by calling Phone 1426. 


FOR SALE—1 five room cottage in 


North Sexton street. A. E. New- 
house. Phone 1150. 
lOOtf 


MONEY—to 
lend on farms. 
No 


commission. 
The 
Union 
Trust 


Company of Indianapolis. . 108124 


FOR SALE—Farm of 91 acres on 


Rnshville and Connersvflle road, 3 
miles west of Co'nnersville % mile 
from traction line. This farm is 
being sold to settle an estate. A 
good farm in a good location. Wffl 
P. Alexander, Connersvilley Ind.,'R. 
R.No.4, 
MteachW2mo* 


For Gubernatorial Nomination There 


Are Practically a Dozen "Hate In the 
Ring,"«nd the Li«t» Not Yet Closed 
—For Other Places .on ^he Ticket 
Those Who Ran Two Years Ago 
Probably Will Be Renominated. 


Indianapolis, July 27.—Candidates 


for Republican nominations Tor state 
offices are becoming numerous, and in 
dications are that by the time of the 
Republican state convention, Aug. 6 
there win be a full field. 


For governor there are practically 


a dozen candidates whose names wil 
go before the convention. They are 
David W. Henry, Terre Haute; W. W 
Parsons, Terre Haute; W. T. Durbln 
Anderson; Lew Shank, Indianapolis- 
George "B. Lockwood, Marion; Walter 
Olds, Tort Wayne; Charles Arthur 
Carlisle, South Bend; James Wade 
Emison, Vincennea; Addison C. Har 
ris, Indianapolis; 
L. C. Emttre«" 


Princeton. 


Friends of Hugh Th. Miller-also will 


make a strong endeavor to have Tiim 
consent to place his name before the 
convention. It is said also that W. L 
Taylor's name may come before the 
convention. 


For lieutenant governor Sidney K. 


Ganiard of Lagrange is said to be the 
leading-candidate. Mr. Ganiard was a 
member of the Indiana state senate 
In 1905-07. 
Edward W. Wickey of 


East Chicago also is a candidate for 
the nomination for lieutenant gover 
nor 
He made his announcement sev- 


eral months ago, and has been making 
an active canvass. Mr. Wickey is a 
lawyer and served in the legislature 
of 1909 as representative from Lake 
county. 


For the- other places on the Republi- 


can state-ticket there is a general dis- 
position to give the nominations to the 
men who were the nominees two years 
ago. as follows: John E. ReeH, Indi 
anapolis, -auditor of state; Jonce 
Monyhan, Orleans, treasurer of state; 
Otis Gulley, Danville, secretary oi 
sfate; J. L. Peetz, Indianapolis, state 
statistician; Samuel C.'Fen-ell, Shelby- 
ville, superintendent of public instrnc 
tion; Fintey P. Mount, Crawforflsvilie 
attorney general. 


Woodfin D. Robinson, former 'judge 


of the appellate court, is mentioned 
•for the nomination for judge of the 
•supreme court from the First judicial 
district, and Leander J. Monks, now 
en the supreme court, bench, is a. :can 
tiidate for renomination. David A. My- 
ers is a candidate for -renomination a'or 
judge of the appellate court. 


Former 
Congressman 
Frederick 


Laadis of Lbgansport will deliver the 
"keynote" speech at the state conven- 
tion of the Roosevelt new party at In- 
dianapolis next Thursday. 


A CLOSE CALL 


Mottarr and Five Children Caught on 


r 
Railway Trestle. 


Marion, Ind., July 27.—When Mrs. 


D. A. Barley and five small children 
were caught on a high trestle in front 
of a fast moving freight train on •the 
Chesapeake & Ohio railroad, only he- 
roic and quick action saved them from 
being grounil to pieces. Paul Barley, 
ten years old, may die of hie injuries. 
He crouched between the ties and the 
train passed ov.er him. The fingers of 
iis right hand were cut off and he suf- 
fered scalp wounds and was pieked up 
unconscious. Doctors say the chances 
for recovery are sjjght 
j 


Mrs. 
Barley and the children were 


walking the trestle opposite Ifest 
Eighth street, in Jonesboro, when 
the train bore down upon them. Seiz- 
ing two little girls, Mrs. Barley threw 
them from the trestle, and with a 
baby six months old and a child three 
years old in her arms, she jumped a! 
distance of Sfteen feet to the bottom j 
jf a ravine. Mrs. Barley suffered a- 
broken leg at the ankle and the four 
children were cut and bruised, but will 
recover. 


;JAKE DAUBERT. 


H« U'LMdirig First Base- 
man of the National League. 


Photo by American Press Association. 


COL WILSON SENT 


BACK TO ATLANTA 


Government Not Pleased With 


Freedom Accorded Him, 


New York, July 27.—The former 


United Wireless head, Col. C. C. Wil- 
son, who came here from Atlanta on 
July 1 with Keeper Shea of the federal 
penitentiary to testify in the United 
Wireless bankruptcy proceedings and 
•who has spent part of the time board- 
Ing with Keeper Shea's sister in- the 
Bronx, was separated from Shea yes- 
terday afternoon and later headed for 
:his old cell in Atlanta in the custody 
of two deputy United States marshals. 
who had orders to deliver Wilson to 
Warden Moyer of the prison with all 
.possible speed. 
- This move followed an order from 
•Attorney General Wickersham 
in 


Washington. 
Before this order was 


received it was planned to keep Wil- 
•son here with his keeper until next 
Wednesday, at which time the grand 
.jury inquiry was 
to be concluded. 


"While Wilson had been examined at 
length, it was planned to call him 
again after Keeper Shea had been 
•questioned, and it was not thought 
that -the inquiry could be finished nn- 
<tJ! next Wednesday. 


Keeper Shea followed the deputies 


and their prisoner to -Jersey City to 
fee .the colonel off for Atlanta. 


Bone Catne Out Through Neck. 


Princeton, Ind.. July 27.—Noticing 
slight eruption on the side of his 


neck, William McKenzie opened it 
with a needle. He felt a sharp su)> 
stance in the wound and was much 
surprised when he pulled out a fish 
bone a quarter of an inch long. Mc- 
Kenzie swallowed the bone fiye months 
ago while eating fish. 


Revolver Duel Over Woman. 


Lexington, Ky., July 27.—Walter Ar- 


thur is dead and John BIythe is dying 
as the result of a revolver duel which 
.they fought in Estill county. They 
quarreled over a woman. 


I 


THE RESULT OF 


OUR METHODS 


in cleaning and jvtoioc soiled aad 
woroiclatbiDg oftentimes i* •pltMing 
•orpriM to thaw who an notacqoMBt- 
•d with ourrikffl, but we know what 
we know and what • more, are able to 
apply oorllmowkdcr, skOI aad ex- 
perience to a practical pnpo«* aad .we 
can dean any garment, bwe, OU, T* 
Teto, drapene* or anytbinf that » 
worth deaning, aad few toiled article* 
are not. GiTe oa a trial tert and let 
ua convince JOB. 1 


HART BROS, Taikn 


CtntrFktt aatf 


it fays To flflvertise 


Room Lots of Wall Paper 


AT ONE-HALF PRICE 


..'... 
'WLET US SHOW YOU-«8 


* 
F. B. Johnson & Co. 
Drugs, Wall Paper. Paints and Window Shades 


Free Delivery 
Phone 14O8 


There's a Whole Lot 


To Management 


The management of • a store or a business deter- 
mines the policy of that store. 


Our policy at all times is to give you the highest 
quality goods and utmost satisfaction. 
For all your drug store wants, whatever they may be, 
depend upon us and you'll know no dissappointment. 
Every usual and unusual drug or drug store article 
is here. We will do our best to serve you in a way 
that will be entirely satisfactory to you. 
All the best baby foods are to be found at Lytle's 
Drug Store. Phone your order and your wants 
will be attended to promptly. 
There is a Rexall -Remedy to help you avoid most 
every human ill. Rexall goods are sold only at 


Lv tie's Drug Store 


The Rexali Store 
The Rexall Store 


Buy Advertised Articles, 


I 
M35F 


CANNING TIME 


is at hand when fruits are ripe and 
luscious and should be preserved as 
soon as possible when plucked. You 
will find everything .you need for your' 
preserving process in pure spicee, pre- 
serving spirits and everything that ia 
needed of the highest quality. 


Fred Cocbran, Grocer 


105 First St. 


Fatal Explosion in Mine. 


Linton, Ind., July 27.—An explosion 


of gas at the Monon Coal company's! 
mine resulted in John Moran, Frank j 
Byers and William Haines being seri- j 
ously burned. It Is probable they will' 
die. The noise of the explosion was 
leard some distanace fttom the mine 
ind the first investigation 
showed 


hat great damage had been, done to 
the mine. The cause of' the explo- 
sion has not been determined. 
{ 


Wilson Will Attend Marshall Meeting. 


Sea Girt, N. J., July 27.—Governor 


Wilson will go to Indianapolis about 
the third week in August to attend the ' 
notification of Governor Marshall as 
candidate for vice president The ex- 
act day has not been fixed, but It will 
be a week or "ten days after bis own 
notification. 
, 
. . / .,: 


i* 


BejpresentatiTg William AT Roden- 


btrgof Illinou delivered a speech in 
Unrhonse against Wopdrow WUwn, m 
- ' 
a ^ ^ ^ - ^ 


Bangs—Wisely is -in love with the 


landlady. 
. 


Wangs—Hds he admitted it? 
Bangs—No; but he eats .the cold 


buckwheat cakes. 


No thoughtful person uses liquid 


U«. .It's a pinch of blue in a large 
btttletf water., Ask for Red Cress 


«•+*********+*+++* 


* 
GETTING UP IN THE WORLD I 
is what everyone want's to do. Ac- 
quiring real estate for a homelia on^ 
of the first requisites toward thiglde- 
sirable end. 
Look over our list of 


properties, which are constantly in- 
creasing hi value, and there you will 
find your opportunity. Let us point 
out the advantages of these invest' 
ments to you. Farms of all kinds and Y 
sizes at right prices. - Also city property. \ \ 
Elder & Cherry:; 


*« 


HjyUjj 


End Your Tire Troubles 


Use "Kan't Bio" inner liners for your outer casings. We 
carry a full line of the I. J. Cooper Bed Inner Tabes— 
none better. Our tire repair department U in charge of 
an experienced man. 
Our Auto Livery is prompt and 


all calls answered at any time. 


BALL 
G- SMEL 


North of Ceort: 
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BEDFORD FOLKS 


Rushville People'Say There's Noth- 


ing New About Frightening Black 


Birds With Clapboards. 


THEY USED DISH PANS HERE 


01 


This Calls Attention to Absence of 


Common Summer Pests 


1 This Year. 


His Grain, Which Was Hauled Here 


This Week, Averages 22 Bushels 


to Acre. 


FIELD NEAR MANILLA MAKES 24 


Most of 1912 Crop However Poor- 


Average Tests 54 Pounds 


to Bushel. 


Several Kushville people have tak- 


en issue with the Indianapolis News 
which published a story from Bed- 
ford the other night about residents 
of that place using 
clapboards to 


frighten the black birds away, and 
then labeling the method "novel." 


"Rushville people do not claim to 


be anything out of the ordinary," 
said a North Main street resident 
this morning, "but we've had some- 
thing better than that plan for years. 
They tell me it was back in the dark 
ages here when Rushville people used 
clapboards to frighten 
the pesky 


black birds. The birds got so used 
to that. I am told, that it had the 
same effect on them as a lullaby has 
on a baby. 


"The people soon got next to the 


fact that clapboards 
were out of 


fashion. 
They discovered that the 


clapboard music each evening was a 
si<rnal for the black birds to begin 
cooing and wooing. It did help to 
lessen the noise the birds made, be- 
cause generally they went to sleep 


The results of the threshing in 


Rush county during the week which 
closed today confirm the belief, and 
the predictions that have been made, 
that the 1912 wheat in Rush county 
is the poorest in many years. Be- 
sides the yields being very small the 
wheat is of a very poor quality. 


Elevator owners here say that the 


average wheat received this week is 
about fifty-three or fifty-four pounds 
to the bushel. This is 'below nonna 
quality for Rush county wheat. 
usual quality is fifty-six pounds, am 
generally lots of the wheat grades 
fifty-eight pounds to the bushel, a 
number two grade which is the bes 
in soft wheat. 


Of course thei'e are some except 


tions to the rule this year, but thej 
are mighty scarce. 
T. H. Reed '& 


Son received some wheat from th 
01 Cook farm below New Salem thi 
iveek which they believe is the bes 
which will be threshed this season a 
it is above the average in years whe 
the wheat, was food. 


within half an hour after the clap- 
board orchestra began. 


"When c-lapbnards went out dish 


nans came in. That was a. new noise 
to the black birds. It 
frightened 


them half to death. But even that 
did not rid the city of them. They 
just migrated to 
another part of 


Rushville. When the people _ over 
there got wise to the fact that they 
were being disturbed each evening 
by black birds they began to inquire 
aliont the noise they had been hear- 
in;: each evening. 


"They were far behind the proces- 


sion. 
These people, not being of a 


(••uriiius turn, the deafening noises 
necessary to 
frighten 
black birds 


went thrmigh the same process of 
evolution again. 
They, started out 


n-ith Clicks and finally got to a point 
where they tried clapboards. That 
put the birdies to sleep. Then some- 
bcidy whispered in one man's ear one 
day that ho might try a dish pan. 


"The neighborhood was in an up- 


roar i'int first night he experimented. 
TVt ihc neighbors soon found that 
(hr-v wi'vld have to resort to those 
tactics or lie driven out of house and 
home' by the black birds. The result 
i< that ilie blac'k birds are almost ex- 
tinct here." 


The story in the. Xews recalled to 


many people that the black birds had 
hern noticeable by their absence this 
snmnicr. 
Ordinarily people in Xorth 


Main. Perkins. Morgan and Harrison 
streets dreaded for summer to come 
hiM-nnsc it meant another war on the 


Wad; 
bird«. 
But this summer they 


have forsaken 
tlipir old 
trysting 


pLic-es and are keeping other people 
•.vake ii'niirhts. 


The wheat from the 
Cook farm 


graded sixty and a half pounds t 
the bushel. This is even better -tha 
first grade wheat. The quality of i 
was excellent, and the 
grain me 


i-ere very much surprised when the 
tested it. 
In addition to being 


such good finality it averaged twen 
two bushels to the acre. • 


Most of the yields so far reporte 


are far below twenty-two bushel 
Most of the fanners who have sma 
yields are keeping quiet about it. 
one grain man pointed.out this morn 
in:*, and no one is hearing anythin 
about the little averages. 


LONG MIN IN Jill 


"Run irT by McAllister After 


Threatens to Kill. 


he 


Age Loner, who was released from 


Jail Thursday after serving fifteen 
days was "rim in" again tbis morn- 
ing by Chief of Police McAllister. . It 
is said that ever since Long was re- 
leased he had been hunting McAllis- 
ter intending to "fix" the 
chief of 


police. Thursday night Long started 
out after McAllister armed with a 
double barrel shot gun, but they did 
not meet. 
The police say Long is 


crazy and in inqust will be held the 
first of next week. 
-- 


SOME SELF-RESTRAINT. 


Decatur Herald: Anyway, neither 


CoL Roosevelt nor any of his adher- 
ents lave made-any threats,~t»f taking 
"possession ~_ of the 3Vhite House be- 
fore the 4th of .next March. Their 
self-restraint is commendabl"- • - 


TILER'S TEflM 


Hinkle & Company estimated tha 


the average wheat this year won! 


t l>e any better than 
fifty-fot 


nounds to the bushel. 
Mr. Hinkle 


said lots of it wa.= 
not that good and 


navt of it was better. He snid the 


b?st yields lie had heard of this week 
were better than twenty bushels to 
the acre. 


O. K. Humes believes that he has 


the best field of 'wheat in 
Hush 


coiinly. He says that one. field will 
average 
'between 
twenty-five 
and 


thirty bushels to the acre. 


The rye crop is holding up well, 


•-••rain men say. The field threshed on 
Robert M. Tunis' farm, which was 
mentioned 
yesterday, is 
tlie best 


quality of rye received at Kusbvilli? 
elevators for some years. 
It tested 


fifty-eight and a half pounds to the 
bushel. The best never grades more 


an fifty-six pounds. 
Some good yields have been re- 


ported from the vicinity of Manilla. 
Ten acres we're 
threshed on John 


l\epple?s place Thursday that aver- 
aged twenty-four and one-half bush- 
•1s io the acre, and the grade was a 
little over sixty pounds to the bushel. 


Eisrbt acres of the grain on the 


William Kepple farm, located one- 
lialf mile west of Manilla, have been 
threshed. 
The yield on these eight 


acres was twenty liushels to the acre 


MIM! the grain averaged a little more 
than sixty pounds to the bushel. 


The remnant of the big crop sowed 


bv Swain and Macy. north of Ma- 
nilla, is 
now going through 
the 


thresher. The yield is ranging from 
ten to.fifteen bushels to the acre and 
the quality is very poor, some of it 
beiusr fit only for chicken feed. It is 
Trading only fifty-seven and fifty- 
eight. 
. ' 


Farmers are just getting into the 


heart of threshing now. Most every 
company in the county got under 
wnv last week, and next 
week the 


formers will reach,' the 
half way 


mpvk. The weather was ideal this 


Continued from page.one. 


ibin, numerous swamps and-quag- 
mires had to be skirted. Kokomo, 


unpromising little village of" fewer 


lan a thousand souls, lay ten mile's 
estward, at the end of the muddiest 
.•ail that was ever blazed through 
le Wildcat bottoms. The log house 


which Solomon and Mary lived 


till stands, a few rods northward 
rom the gray cottage. It is in a good 
tate of preservation and is used as 


dwelling by one of their sons, El- 


mer Stone, who tends their farm. 


There is living in their neighbor- 


lood today not one man who was 
here when Mr. and Mrs. Stone erec- 
ed their cabin. All the pioneers but 
hem have passed away. "We are all 
hat's left," said Solomon huskily. 
'The last of our old neighbors was 
raried a few months ago. He was 
Jobert Petty, a good neighbor and a 
good man. He was the last of those 
vho knew the old times as Mary and 
' knew them." 


There was scarcely an 
acre of 


cleared land in the northern part of 
liberty township when Mr. and Mrs. 
Stone settled there. Peru- was the 
only town in all this part 
of 
the 


State that amounted to much. They 
ivent to mill there. Solomon would 
take his grist over cue day, have it 
around at night, and return the next 
day. "You can't imagine how wild it 
was around here in those days," sai< 
Mr. tone. "The timber was so thick 
and the swamps so numerous tha 
you could hardly find where any on< 
lived. We had a schoolhouse ovei 
northeast of here, and along uboiv 
fifty-five years ago we engaged Mil 
Garrigns, who was a young sprou 
from over at Jerome, to teach 
i 


term. He started over to begin work 
and got lost in the swamps huntin 
the schoolhouse. I doubt whether he 
was ever worse scared in his life." 


The Family Bible reveals that fiv, 


sons were born 
to Mr. and "Mrs 


Stone. 
Of these, four -are 
livin: 


John IT. Stone, who lives in Wes 
Mulberry street, this city, was th 
first born. The other surviving sons 
Marion. George W. and Elmer, are a 
residents of Howard county. 


On the page of the Bible appor 


tinned to deaths there is only on 
entry. Tt shows that Sanford Stone 
infant son of Solomon 
and 
Ma 


'. ••'•'•'- (Continued from Page One.) 
in .the race all the time to make cer- 
tain of first money. 
^ 


•' ""The first dissatisfaction over thej 
hew rule was expressed at Marion 
this' week. Numerous protests have 
•been filed as-a result. 
The Marion 


ise offers a fair example of wha,t 
onble is anticipated by fair secre- 
tries: 
In the 2:25 pacing event Helen E., 
ithout taking a single1 heat, was 
warded second money over Lady J., 
ho had taken two heats, the total 
oints for Helen E. being twelve, to 
lirteen points for Lady J. All races 
ere terminated at the end of the 
fth heat unless the winning of three 
eats by one entry finish the race be- 
ore five heats were required. The 
orse owners and 
drivers express 


much dissatisfaction with the new 
ule, and the ruling of the fair asso- 
iation, and will carry the protest to 
IB American Trotting Association. 


^rpek for threshing, and much head- 
wav was made. 
• 


BASE BALL SUNDAY 


Rushville vs. Richmond J 


Game called at 2:30. ; 


Stone, died in May. 18.">2. 


"That is the only death that ha 


ever occurred in ,„„• family," sai 


Mrs. 
tone, as 
she 
smoothed 
tli 


iia-e with her wviuk'lecl hand and le 
her tired old eyes spell out the nam 
anil date. 
"IFe was just a'little' fel 


low. (lie third one that came to us 
He went away s,, Icmj; a.gti—so Ion 
a;rci— and yot it seems .only yester 


day." 
Her lips trembled a littl 


sho spoke, her eyes were misty 
her voice full of ycarniny. 
She 


still grieving fin- 
I lie baby who ha 


(liocl in (lint springtime sixty .year 
ago. 


Mi', and Mrs. tone are the onl 


couple in Howard county, very prob 
ably tlie only couple in the State 
Ind.. who arc the parents of a vet 
eran of the Civil war. John II. Ston 
of this city slipped away from horn 
ami volunteered when he was n mei 


lad. 
"Yes John went to the war 


said Mrs. Stone. '-He was like neai 
ly all the other boys, he jus(*eouldn 
stay away. Captain Garrigns wa 
recruiting a company, and he sto' 
John away from us. 
The boy wa 


enlisted and on his way south befor 
we found out he was gone. A neigh 
bor boy who had 'been rejected cam 
back and told us about it. I gnes 
Solomon and I are the only coup' 
left in the county who had. a son i 
the war. We have been asked to g 
clown to Kokomo in an antomobi 
and let the G. A. R. post give us 
reception, but I told them that I ha 
lived nearly eighty-five years'withoi 
making show of myself and was no 
going to start in 


CHICKENS CAUSE PROVOKE. 


Chickens belonging to, J. P. Irwin 


of Waldron, did not like their- home 
life, so they went on a visit, choosin 
the yard 'of Mis. Cora Webster. Th 
woman took exception to the chick 
ens, and provokes the owner whe 
she met .him. The result was tht 
the vscpman was,arrested on a pn 
voke charge and fined $12.20. 


MIKE WATER 
ftT 


Every Season 


of the Yew has itsDuties and ita Opportunities. 
Then is no TIME like the PRESENT to pUn for 


the Future. 
' 


"We offer the assistance of our several Department* to 


carry out your Plans. • 
; 
< 


Our different departments are 


Trust DepartiMrt 
total 
DepuhMBt 


Jasamce Department 
Savta t> BepartMOrt 


Real Estate Mortgage UM 
fepnme* 


Safety Deposit DepartaM* 


Our Officers will be glad to answer your Inquiries con- 


cerning any of the different Departments. 


A SHARE OF YOUR BUSINESS-INVITED 


The Peoples 


Loan and Trust Co. 


RiuhviUe, Indiana 


"The Home For Savings" 


Bull Moosers Are Unable to Enlisl 


Any Followers in Republican 


Stronghold. 


RECEIVE NO ENCOURAGEMENT 


Four repi'esentatives of the "Bui 


Moosers" from Newcastle were in, the 
city 
Tuesday 
evening, says 
the 


Knightstown Banner. 
They com- 


prised Lon Hodson, W. R. Wilson. 
Milton Elrod and a Mr. Kelson. While 
lere they scoured the town with a 
ine tooth comb, and left disgusted 
with no encouragement offered. 
The 


Knightstown 
Republicans 
have 


fought too many "battles 
for the 


preservation of the principles of the 
party to join the "Bull Moose" move- 
ment, the sole purpose of which is to 
give the people over to Roosevelt and 
the trusts; 
or 'better say. over to 


Woodrow Wilson and a free trade 
cpngress. 


The gospel meetings, which are be- 


ing conducted by the Rev. D. J. Win- 
chester in a. tent at the 
corner of 


Spencer and 
Market streets, will 


close next week. 
The evening ser- 


vices are held at 7:4"> o'clock. 
A 


special praise service will he held 
tomorrow afternoon at 3:30 o'clock. 


Bargains For Every One 


Prices In All Oxford Pumps and Straps 


Cut to Suit Your Purse 
We have more than we want and 
must turn them into cash at once 


$4.00 Foster Oxfords and Pumps 
$3.25 


$3.50 Foster Oxfords and Pumps 
$2.75 


One lot $2.25 and $2.50 Oxfords and Pumps at $1.51 
One lot White Canvas Pumps, $2.50 grade at. .$1.51 
A lot of Oxfords in Kid, Patent Leather, Gun 


Metal and Tan, ranging in price from $2.50 to 
§3.50 for 
$1.5t 


These prices are positively for cash, so don't ask 


- us to charge them, as we will have to refuse you 
BEN A. COX, The Shoe Man 


Purchase Advertised Articles. 


99 
"Clark's Purity Flour 


Wffl Readtty Tell You That It's 
The Product 


.'. Of a Master Miller .'. 


LAST CALL 
Sale Ends Saturday Night 


Don't delay—come at once—today and learn what you can save by buying sea- 
sonable merchandise at this sale. It is the money saving event of the season, 
when prices reach the [lowest limit. It will be your loss if you don't come. 


frM»»»fr&frfr'M4"fr<<"M<-M"M^ 
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We Quote a Few off the Many Bargains Left 


Many good patterns left in Wash Dresses, wlndi 


you can buy at One-Half Price. 


Silk Petticoats, $4.00 to $6.00 grade at 


One-Half Price. 


Silk Waists at One-Half Price. 


One lot Rain Coats, formerly sold at $10.00 


to $15.00, choice now 
$4.98 


One-Third W on all muslin Underwear. 
.One lot Fancy Colored Hose, 50c grade now 25c 
25c Tissue now 
, 
I5C 


15c Batiste now 
IBc 1 ! 


lOc and 12%c Batiste now ;....&..;;'•!.:.'..7J4e 
All Fancy Silks, this spring's styles, $1.00 


grade, now 
.Tie 
• ; 


59o grade Silks ..........•^••- • • •'• • • • • -38e. '. '. 
MMIMMIitlllllMMMMIMMM**' 


...58c 
...46c 


$9.48 
$13,96 
$1536 
$18-48 
$23J6 


75e Best All Wool Carpets now .... 
60c best All Wool Pilled Carpets now 
$13.50 9x12 Tapestry Rugs now. 
$20.00 9x12 Velvet Rugs now 
$22.50 9x12 Axminster Bngs now ... 
$25.00 9x12 Axminster Bugs now .. 
$30.00 11-3x12 Axminster Rugs now 
One-Third Off on Lace Curtains. 
Best Calicoes (10 yard limit) 
Hope Muslin (10 yard limit) 
7%e 


lOc and 12%c Dress Gingham ..... 
Best Apron. Gingham 
Onelotl2y2cSakoliM..... 
18e Crepe 
.-I2%e 


KENNEDY & CASADY 
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